XVII7™™ YEAR. 


SINGLE PART—FOURTEEN 
AT THE OFFICE COUNTER.. 


PRICE 3 CENTS nas), JE 
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Cs 
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ON STREETS AND TRAINS | 
AT ALL NEWS AGENCIES { 


CENTS 


> 


HEATERS— 


Q 


With Dates of Events. 


RPH Bill to Be Thoroughly Enjoyed. 


Holiday Matinee 


VERNON, Eccentric 
Jolly Character ‘Comedians; 


Horizontal Bar Artists; HANLEY and 


‘wis MISS EDNA AUG, Clever Impersonator 
ISTERS HAWTHORNE, in a New Operetta “The Lil ‘of Laguna;" THE DE 
PASOUALIS. Opera Stars, in elections From ‘Cavalleria PFusticanaj” HUGH 


STANTON—FLO.. MODENA, in Clever Sketch “For Reform"; JAMES RICHMOND 
GLENROY, Witty Singing Comedian; JOHN LeCLAIR, New Juggling Feats. 

PRICES—Best seats, and 5U0c; Matinees Wednesday, Saturday 
and Sunday. Any seat 25c. Tel. Main | 


OS ANGELES THEATER— 
Lambardi Italian Opera Co. 


TONIGHT—*"LA FAVORITA." Signorina Zelma Polettini as Leonora. 


day vening........---."* ag iacci,” and 
Friday Saturday Evening. Cavalleria Rusticana. 


Friday evening... . Ballo in Maschera.” 
MAGNIFICENT COSTUMES—SUPERB ORCHESTRA—EXCELLENT CHORUS. 
Seats now onsale. Prices—25c, 50c, 75c, $1 and $1.50, Tel. Main 70. 


IMPSON AUDITORIUM-—This Week. 


FRIDAY EVENING, JUNE 2. SATURDAY MATINEE, JUNE 3. 
Box office now open at FITZGERALD'S MUSIC HOUSE. 


STRING QUARTENTE. 


the most refined form of Lpitinauaeaiel at in a manner unequalled by 
any other organization in the world, Prices 50c, 75c, $1,00, $1.50. | 


CONCERT DIRECTION, J. T. FITZGERALD. 
A MUSEMENTS AND ENTERTAINMENTS— 


With Dates of Events. 


OS ANGELES ATHLETIC CLUB— 
IL <« Tonight, May 30. Two Big Events. 


20-round go, Frank McConnell, San Ergpaices. vs. Billy Gallagher, Los Angeles. 
10-round go, “Kid” Williams vs. “Gypsie Ki 


Admission $2.00; Reserved $2.50; 


PARM—South Pasadena. 
“OPEN DAILY To VISITORS... 
“Neste, Chicks; Yeutlings end ld Birds One of the sights of California 


A vs. MERCHANTS, 2:30 p.m. Sun 
FIESTA PARK—Base Ball—;.* 25c, Ladies Hee 


S' UPERB ROUTES OF TRAVEL— 
California Limited 
SANTA FE ROUTE. 


Leave Los Angeles.. 


Cc. M. WOOD and H. C. WYATT, 
Lessees. 


Traviata.” 


THE 
INCOMPARABLE 


--- 1:20 p.m. Mon., Wed., Sat. EVERY COMFORT KNOWN IN 


Arrive Denver.. .-5:00 p.m. Wed.. ‘Mon. 
Arrive Kansas City. ......9:10 Wed. Fri. Mon. | MODERN RAILWAY TRAVEL 
9:52a.m. Thu. Sat., Tues. | DINING CAR ALL THE WAY. 


- CONNECTING TRAINS: COMPOSITE CAR BARBER SHOP. 


OBSERVATION CAR, LADIES’ 
PARLOR, ETC. 


Arrive Omaha. 
| Arrive St. Louis. . 


Arrive Fort Worth. $200 a.m. Thu., es, 
ve New ro ee p.m. Fri. TIBULED THROU HOUT. 
Arrive 00 p.m. Fri., Sun., Wed. 


No extra charge beyond the regular ticket and sleeping car rates. 
Last train this season will leave Wednesday, May 31. 


{CURSIONS MOUNT LOWE RAILWAY— 
4 S2 50) “Saturday, Sunday, Monday and Tuesday, May 27, 28, 29 
and from Los including all points on Mount 
_owe Ry. and return, “5O CENTS TO RUBI 
El wic Cars conne leave 8, 9,10 a.m.—i and 4 p m—all the am. andl pm. 
m ec entire trip and return same day, rt’ 3:25 and 5125 pm. Evening special 
w 1 leave Echo Mountain after operation of World's Pair Searchlight and large tele- 
st be arriving at 10:30. Go early and enjoy a full day in the mountains and_ the 
pond ye earth, Io make your trip complete remain over night at Echo 
oon ouse. Tickets and full information, office 214 South Spring street. 
Telephone. Main 960. 


4% IMELY SPECIAL ANNOUNCEMENTS— 


LLIGATOR PEARS— 
We chin te 

ALTHOUSE FRUIT CO 


Tel. M. 398. 7 213-215 West Second Street. 
HERRIES, CHERRIES— 


The finest grown, from our own ds at San Jose. Imm hi ts 
received daily. We lead te ean Prices the J ease shipmen 


RIVERS BROS. 


lowest. Wer ship everywhere. 


s Work of Art.” 


S—16 
Visitors should not miss the to have pho- 
tographs taken under the most favorable condition of 
. emo here in the world. 
STUDIO 220% SOUTH SPRING ST., Opp. Hollenbeck 


LECT RIC EXPRESS AND STORAGE CO— 
45 MINUTES Express Service between Los Angeles and Pasadena. Special 
express cer 4 times daily. Trunks, Packages and Seneca Merchandise. 
Cheap Rates and Prompt Delivery our specialty. Main 1232. North side Plaza 


AN S 600 choice Navel Trees. LEMON TREES —1000 or more 
fine Eureka and Villa Franca Lemon. First class trees, 
free from scale. Send for price list of Roses, Carnations and Chrysanthemums, 
Sales Yard, 635 S. Broadway; A special offer of 600 Thom son’ s Im RVE Navel 
ovate, ELMO R. MESERV 


URCHASE PIANOS, 
And Organs. Sheet Music and all Musical Instruments at the lowest prices. 
BLANCHARD MUSIC COMPANY, 
| Opposite City Hall. 


HOTELS, RESORTS AND CAFES— 
ANTA CATALINA ISLAND— 


Three end one-half hours from Los Angeles. The Greatest Resort The 
loveliest season of the year. Climats near perfection. Phenomenal Fishing and 
Hunting. The Great Stage Ride. The Famed Marine Gardens as viewed from 
boats. exclusive attractions, HOTEL MET ROPOLE, mod - 
ern appointments. The best and most picturesque Golf Links. Round trip ever “7 
day from Los eles, Sunday excursions: thre: hours onthe island. See R. 
time tables. For lull information, illustrated 


poapant and rates apply to BANNING 
CO, 222 South Spring Street, Los Angeles) Telephon: Main 36. 


E HOTEL—Oorner Sixth and Figueroa Sts.. Geo. W. Lynch & Co.. 
Family Hotel. Fine cuisine, newly furnished, sunny ro) ns. 
autem heat, baths; large playgrounds for Saye An ideal, picturesque California Ho vel. 
$2.00 and up. see ae terms by the week 


‘LAKE B. Duke, Pro 
located in the most delle 
enlarged. N Newly iy 


Westlake Ave. A select family hotel 
of the one block from rerk. Recently 


t 


CANYON" and return; Pasadena:| 


CHANGES 


t's Now “Who Will Go 
lor a Soldier?” 


Cabinet Said to Be Doubtful 
oi American Success, 


Feeling at Washington is Cen. 
Otis Needs Forces, 


MAY CALL FOR VOLUNTEERS. 


Philippine Courts are Open 
for Business. 


Justices are Nearly All Natives 
of the Philippines. 


. 


Spanish Language in Use Despite 
Oppesition of ‘Traders. 


DEWEY’S FLAUSHIP OUT AGAIN. 


The American Admiral Kept in His 
Hotel by Rains—Two New York 
Journal Fakers Disbarred—Ex- 

_ iles from Guam. 


[BY DIRECT WIRE TO THE TIMES.] 

WASHINGTON, May 29.—[Exclusive 
Dispatch.] The Cabinet will at its ses- 
sion tomorrow discuss the question of 
calling for volunteers for service in the 
Philippines. It is felt here that the sit- 
uation in the islands calls for immedi- 
ped action. The opinion ie freely ex- 
Dresse! that “daj-Gen. Otis lackd a 
sufficient force to put down the rebel- 
lion. 


COURTS RE-ESTABLISHED, 


Majority of Justices are Natives 
and Spanish is Used. 
[ASSOCIATED I’RESS DAY KEPORT.] 
MANILA, May 29, 7 p.m.—[By Atlan- 
tic Cable.] An order has been issued re- 
establishing the Philippine courts, 
which have been closed since the 
American occupation. It revives all 
of the Spanish system not conflicting 
with the sovereignty of the United 

States. 

The Chief Jeitios is Caytuma Arral- 
lano. The associates of the civil branch 
are Manuel Avanita, Col. Crowder and 
Gregoria Arilita. The justices of the 
criminal bench are Raymunda Mellisa, 
Ambrosio Rianzares, Julio . Lorento, 
Maj. Young and Capt Birkhimer. The 
Attorney-General is Plorentio Torres. 
This corresponds with the American 
Supreme Court. The oath prescribed 
begins: ‘I recognize and accept the 
supreme authority of the United States 
of America,”’ etc. 

The Filipino members are all promi- 
nent lawyers. Arrallano is the leader 
of his profession in the islands. In the 
early stages of the Filipino movement 
he was Aguinaldo'’s principal adviser. 
Avanita was a member of Aguinaldo’s 
first cabinet. Mellisa was president of 
the insurgent government at Iloilo: 
Torres was the leader of the local 
committee working with the commis- 
sion to conciliate the insurrection. 
Spanish will be the official language of 
the courts. 

There has been agitation among the 
local British and American business 
men and American lawyers who came 
to the islands to make fortunes, to 
have the English language and code 
adopted, but Gen. Otis concluded that 
it would be unwise, even if it were 
practicable, to upset long usage. He 
thought jt best to give the natives 
courts in the languages to which they 
have been accustomed. The Spanish 
salaries proved a stumbling block to 
obtain good men, the highest being 
only $2500, the Spanish judges receiving 
fees, which are abolished All the 
judges are representative men. 

Two correspondents of a New York 
newspaper have been disbarred for 
fabricating an interview with Gen. 
Lawton, dated Manila, May 23, and for 
evading the censorship. 

The steamer El Cano has arrived here 
from the Island of Guam, bringing the 
Filipinos who were exiled there by the 
Spanierds for participating in the old 
rebellion. 

THE FAKING JOURNALISTS. 
(BY DIRECT WIRE TO THE TIMES.) » 

NEW YORK, May 29.—[{Exclusive 
Dispatch.) The Herald's Manila cable 
says that an interview with Gen. Law- 


ton, alleged to have been authorized, 
has led to the suspension of 
the cable privileges of Ed- 


ward Wildman and Fagan, correspon- 
dents of the New York Journal. The 
censor has Officially declared the inter- 
view false. 


REGIMENTS CHOOSE ROUTES. 
[ASSOCIATED PRESS DAY REPORT.) 
WASHINGTON, May 29.—Secrétary 


Alger has received a cablegram from, 


(May be used with the ‘music of “Still, Still With Thee”—Gerrish Collection, 
Sleep, soldier, sleep, while o'er thy grave fresh flowers 
With loving hands again we strew today; 
Time cannot dim thy matchless deeds of .glory— 
The luster of thy fame shall shine for aye. 


Through passing years thy victory greater seemeth, 


Bearing fruition still from sea to sea, 
As we behold a loyal land united— 


One North, one South, one East,. one West—all free. 
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MEMORIAL DAY ODE. 


May 30, 1899. 


Arranged for Male or Mixed Quartette.) 


Again today the Nation calls to battle, 

And with one voice both North and South reply; 
Of thy brave deeds in friendly emulation 

They gladly go to conquer, or to die. 


Rest, soldier, rest; let naught disturb thy slumber; “ 
Thy fight is o’er, thy glorious victory won; 

Sleep till the last grand reveille is sounded, 
Then shall the Mighty Captain say, ‘‘Well Done.” 


—WILLIAM A. LAMSON. 


Gen. Otis, In response tog gis inquiry, 
announcing that a majority of the Ore- 
gon regiment of volunteers in Manila 
has elected to return by steamer di- 
rectly to Portland, Or. The Washington 
regiment decided to come first to San 
Francisco. 


DEWEY’S SHIP READY. 


the Admiral is Still Kept In. 
doors by Rains. 

[BY DIRECT WIRE TO THE TIMES.] 

NEW YORK, May 29.—(Exclusive 
Dispatch.] The World’s Hongkong 
cablegram says Admiral Dewey’s flag- 
ship Olympia came out of dry dock 
today, the needed repairs being finished 
and her war paint removed. She is 
now read for her leisurely woyage 
to New York. The admiral is regaining 
health rapidly, but is kept in doors 
at Peak Hotel by heavy rains. He has 
frequent talks with Lieut. Hobson of 
Merrimac fame. 


But 


DEATH REPORTS. 


Thirteen American Soldiers Lose 
Their Lives from Various Causes. 
[ASSOCIATED PRESS DAY REVORT. | 


reports the following deaths since his 
last weekly report: 
TWENTY-THIRD INFANTRY. 
May 10—CLAUDE R. WHITE, pri- 
vate, Co. A; typhoid malaria. 
May 22—JOHN SALWHITKA, pri- 
vate Co. E; typhoid. 
TWENTY-SECOND INFANTRY. 
May 21—DANNIE HAYES, private; 
malaria. 
May 2%—CHARLES MIKEWICKI, 
corporal, Co. F; typhoid. 
THIRTEENTH MINNESOTA, 
May 23—VERNON  E. TAGGART, 
private, Co. F; typhoid. 
May 26—ARTHUR DIGGLES, 
major, from wounds received in action, 
SIXTH ARTILLERY. 
May 26—EDWARD HYMAN, 
poral, Co. D; malaria. 
FIRST NORTH DAKOTA. 
May 24—JOHN C. BARON, corporal, 
from wounds in action. 
TWENTIETH KANSAS. 
May 25—ERNEST RYAN, 
Co. L; from wounds in action. 
TWELFTH INFANTRY. 
May 23—Drowned in Pasig River on 
duty 
NED ANDERSON. 
JASPER R. WHIMS. 
JOSE NUNIVILLE. 
ERNEST HARRISON, 
All privates of Co. G 


cor- 


private, 


SOLDIER MURDERED. 


George Ryan’s Body Found Near 
Malolos Frightfully Mutilated, 

SAN FRANCISCO, May 29.—The 
steamer China from Hongkong and 

Yokohama, via Honolulu, brings news 

of the murder of a e6oldier named 

George Ryan near Malolos. His fright- 

fully mutilated body was found by 


Co, D, Thirteenth Minnesota, on April 


17. The body was lashed to a raft 
floating in the river. The skull had 
been crushed, and both arms had 


been cut off at the elbows. 

Ryan was’ the man who, in 1893, 
while serving in the provisional 
army of Hawaii, stole the crown jew- 
els. He was sentenced to a long term, 
but was pardoned December 31, 1898. 
He stowed away on a transport for 
Manila, where he entered the ranks. 
Ryan was a nitive of Lexington, Ky., 
and was about 27° years of age. 

Judge Perry of Honolulu, has passed 
sentence on three of. \the Japanese 
1ingleaders in the riot whigh took\place 


ago, when some Chinese; were killed. 
One man was sentenced to hang 


five years. 


A motion for a new trial 
is pending. 


REPORTS FROM MANILA. 
Maj. Mallory and Col. Kessler on 


Caloocan Operations. 
[ASSOCIATED PRESS NIGHT REPORT.] 


WASHINGTON, May 29.—The War 
Department made public today more of 
the reports from Manila. They are 
from Maj. Mallory and Col. Kessler on 
the fight of May 4. Col. Kessler states 
that the Montana regiment took part 
in the charge on the Chinese cemetery, 
the possession of which was stub- 


_bornly contested by a large force of 


natives. 


The regiment subsequently at- 
tempted to capture Caloocan, losing 


| three men. 


Maj. Mallory’s report. deals princi- 
Pally with the operations on. Caloocan 
when an outpost of the Kansas head- 
quarters was driven in by a sortie of 
the insurgents. This outpost consisted 


of only a non-commissioned officer 
and eight men. Maj. Mallory was sent 
with Co. I of the First Montana to 


recapture it, which he did, promptly. 
There was a hot fight with the in- 


surgents in the rice fields on the east 
WASHINGTON, May 29.—Gen. Otis 


of the town, and here it was that 
Lieut. French was killed while trying 
to save a party of Filipinos from an- 
nihilation. \ 

These natives .had been, surrounded 
by the advance of the First Montana | 
and were cut off from retreat in every 
direction. They stood up waving their 
hats and making signs that they 
wished to surrender. Lieut. French 
stood up, waved his hat, and 
out in Spanish that they would be 
safe. Just then a shot was fired, ap- 
parently from a hut which n he was try- 


in 
August, another to serve twenty years 
at hard labar, and another to serve 


| 


called, 


ing to save. It struck him. in the 
chest, and he @ied almost instantly. 
The report is silent as to the -subse- 
quent fate ef the group of Filipinos. 


WAITING FOR PAYDAY. 


Why the Transport Grant Did not 
Get Away Yesterday. 
[ASSOCIATED PRESS NIGHT REPORT. |] 


SAN FRANCISCO, May 29. — The 
transport Grant which was scheduled 
to sail this afternoon for Manila, will 
not get away until 2 o’clock tomorrow. 
The delay is due to the fact that the 
men of the Fourteenth Regiment have 
two paydays coming to them. There is 
a month’s pay due them and they are 
to receive a month’s wages in advance. 
The paymaster did not appear here to- 
day, but he will be on hand tomorrow. 

HEAVILY LADEN. 
[ASSOCIATED PRESS DAY REPORT.] 

SAN FRANCISCO, May 29. — The 
Grant is heavily laden with supplies 
for the army and navy in the Philip- 
pines, and carries besides 1200 recruits 
and troops B and M of the Fourth Cav- 
alry, and two companies of the Four- 
teenth Infantry. Stowed away in the 
Grant’s hold is an immense quantity 
of mail matter for the army and navy 
in the Philippines. 

AND SENATOR. 
[ASSOCIATED PRESS DAY REPORT.] 

WASHINGTON, May 29.—The War 
Department has received the following 
‘cablegram from Gen. Otis: 

“MANILA, May 29.—Transports Ohio 
and Senator with the Thirteenth In- 
fantry arrived; Private David R. 
Johnson, Co. E, drowned, and five de- 
sert: d at Honolulu; no other casual- 


ties.’ 
The transports referred to left Yai 


Francisco April il_ 28. 


Points of the Hews in Today's Times. 


dispatches, making about 14 columns. 


columns. 


[THE BUDGET—This morning’s fresh telegraphic budget, received since dark last 
night, includes the principal Associated Press (or night) report, many exclusive Times 
In addition isa day report, of about 11 col- 
umns—the whole making a mass of wired news aggregating the large volume of 25 
A summary of both telegraphic and local news follows:] 


Southern California—Page 13. 

Sunset and Twilight in Pasadena.... 
Searles case at Long Beach dismissed. 
Funds awaiting an owner at 
Monica....Varying statements regard- 
ing San Diego’s water supply....Santa 
Ana secures another factory....Santa = 
Barbara man exhibits his brains.. 
Fatal landslide in Mill Creek Cafion. 
Matthew Gage confirmed in property 
rights at Riverside....Suicide at the 
Riverside County Hospital....Prohibi- 
tion comes in once more at Pomona. 
Pacitic Coast—Pare 3. 

Serious car collision at Seattle—One 
killed and sixteen injured.... Eight-hour 
ham case reported. settled....Santa 
Rosa ‘street assessments....President 
Kellogg to be retained....Capt. Sewall 
arrested....Baptist Missionary Union 
meeting....Coeur d’Alene situation dis- 
cussed by Gen. Merriam....Lower Cal- 
ifornia gold....J. W. Mitchell's estate. 
Alaska transportation officials en route 


north. 
Financial and Commercial—Page 12. 


Grain and provisions at Chicago... 
San Francisco markets....Coast min- 
ing stock quotations....Livestock sales 
at Chicago and Kansas City....Liver- 
pool grain....London financial market. 
California dried. fruits.... Treasury 


on the Kahuku plantation some time | 


statement....Fruit at New .York and 
| Chicago....Grain movements, 


Hague. 


|, Jauregay estate entangled..... Adminis- 
Santa | tration 


The City—Pages 7, 8, 9, 10, 11, 14. 
Demurrers in Storts case overruled. 


of Moxon estate....Southern 
Pacific asks a ferry privilege....Mrs. 
| Greenough, the Maccabee, pléads not 
guilty.. --Trial of Alford begun....Slot. 
machine cases delayed.. .. Effort to 
have a military camp established.... 
Suicide by asphyxiation....Patriotic 
exercises in the schools....Schoo!l board 


to occupy new quarters....Cheap bids 
for city lighting....Engine-house bids 
réjected. 


General Eastern—Pages 1, 2, 3, 4. 

Further call for volunteers possible. 
Tune changes....President to greet re- 
turned volunteers. at Minneapolis and 
St. Paul....Honors to Schley....Amend- 
ment to civil-service rules issued.... 
Ithaca professor sues young Mooers.... 
Paderewski married last December.... 
Tornado tears through Tonawanda, N. 
Y.—Extent of the storm....Stabbing 
affvay in New-York restaurant....Tes- 
timony in the Fountain ecase....Mrs, 
Maybrick’s pardon again refused.... 
Little Dorothy Creede to sue through 
her mother. 
By Cable—Pages 1, 2, 3. 

New evidence introduced? in the 


Dreyfus case....Paying the Cuban sol- 
diers....Drawing up articles at The 


| Terrific 


‘Tand the 


SMASH THINGS 


Tornado Tears Through 
Tonawanda, 


Two Men Killed and Houses 
Torn to Tatters. 


Wind and Rain Do 
Pittsburgh Damage. 


Ten-year-old Girl Has Her Throat 
Burned by Live Wire — Street 
and Light Systems Demoralized, 
Schoolhouse Unroofed, 


[ASSOCIATED PRESS NIGHT REPORT.] 

NEW YORK, May 29.—A special to 
the Press from North Tonawanda, N, 
Y., says: “A tornado passed over the 
southern portion of this city and adja- 
cent country at 4:30 o'clock this after- 


noon. Two men were killed, houses 
were wrecked, and much damage 
done.”’ 


CONSIDERABLE DAMAGE. 
[ASSOCIATED PRESS NIGHT REPORT.] 
PITTSBURGH, May 29.—A terrifie 

wind and rainstorm passed over this 
section today, doing considerable dam- 
age, but no fatalities resulted. The 
early rumors had a number of people 
killed, but only one person was seri- 
ously injured. 

Anna Sullivan, a ten-year-old. girl, 
who was on her way home from school, 
was struck by a live telephone wire. 
The wire caught her across the throat 
and burned the flesh from ear to ear. 
The physicians tonight say she has @ 
chance of recovery. 

The Miller-street schoolhouse in 
Minersville was unroofed. The entire 
telephone and trolley street systems 
were demoralized. The East End light 
plant was partly wrecked, re- 
sulting in the machinery being stopped 
for the night. leaving the East End in 
almost total darkness. 


EXTENT OF THE STORM. 


Tornadoes Reported from Many 
Cities—Flood at Chicago, 
[A. P. EARLY MORNING REPORT.} 

CHICAGO, May 29.—Since last Frt- 
day the States of Nebraska, South Da- 
kota, Iowa, Wisconsin, Minnesota and 
Northern Illinois, have experienced a 
series of the most violent storms known 
in years, resulting in the loss of nearly 
a dozen lives and doing damage to 
property that will run up into the 
hundreds of thousands. 
of Nebraska, South Dakota and Iowa, 
tornadoes, the old-fashioned twister 
kind, have laid waste large sections of 
the country, converting hundreds of 
farmhouses and buildings into kindling 
wood, killing stock, and tearing up 
trees like so many woodpiles. In many 
sections violent wind, rain and hail- 
storms, accompanied by terrific light- 
ning and thunder, have been expe- 
rienced. 

Yesterday tornadoes were reported 
from Hastings, Central City and 
Beatrice, Neb.; Keswick, Dows, Mingo, 
.Fonda and Tama, [owa, and 
parts of South Dakota. At Bijos seven 
lives were Iest and near Keswick 
nearly five persons were injured, one 
fatally. Hundreds of window panes in 
Beatrice and Hastings were broken by 
hail, while vegetation was ruined and 
hund*eds of birds were killed. 

In Hamilton county, Neb., $100,000 
damage was done by wind, but no lives 
were lost. The State of Michigan was 
also swept yesterday by a severe eljec- 
trical storm. many houses in St. 
Joseph and Benton Harbor and vicinity 
being struck by lightning. At Water- 
vliet, Mich., an unknown man was 
killed by lightning. 

A violent storm broke over Chicago 
late last night, which flooded the city 
and suburbs, causing much damage 
to property. The rain fell in _ floods, 
electrical display was unusually 
vivid. Trees were blown down all over 
the city, and in the suburbs the dam- 
age of this kind being especially 
noticeable in Hyde Park and Austin. 
The street basements in the downe- 
town district were flooded. A number 
of houses were struck by lightning. 

LIGHTNING STRUCK A BARN, 

fA. MORNING REPORT.] 

NEW YORK, May  29.—Lightning 
struck ne. barn of Mr. Islin at Cars- 
dale, N. last night, and the build- 
ing was with valuable con- 
tents. The lass was $50, 

BLASTED BRITISH 
fASSOCIATED PRESS NIGHT REPORT.] 

MILWAUKEE, May 29.—Reports. of 
a severe rain and windstorm In 
Western Wisconsin are coming in. 
British Hollow. a hamlet near Pé¢tosi, 
Was nearly destroyed by the heavy 
wind. The town hall and several small 
buildings were blown down, and other 
damage was done. 

GYPSY CAMP WRECKED. 
[ASSOCIATED PRESS DAY 

CHICAGO, May 29.—A Gypsy camp 
in the outskirts of Chicago was wrecked 
by the terrific storm last night. Ida 
Reed, a Gypsy girl of 14, was fatally 
injured. 


VETERANS’ PREFERENCE BILL. 


Gov. Wolcott Vetoes it and Andther 
Concerning Trades Untons, 
[ASSOCIATED PRESS NIGHT REPORT.] 
BOSTON, May 29.-—-Gov. Wolcott to- 
day vetoed the so-called Veterans’ 
Preference Bill, as well as the bill ex- 
empting trades unions from the laws 
governing fraternal beneficiary organ- 

izations. 

The Veterans’ Preference Bill ex- 
empted. veterans of the late war with 
Spain from civil-service examinations 
rand ve them a preference on the 
public service appointment list, 
after the veterans of the civil war. 


a 
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»in the lobbies, 


‘scene in Du Paty du Clam’s Office in 


fos Angeles Daily Cimes 


TUESDAY, MAY 30, 1899. . 


APPLICATION FOR REVISION OF 
THE DREYFUS CASE. 


Court of Cassation Crowded for the | 


Opening of the Debate+—tourt- 
room Filled With Parisian 
Celebrities. 


tional Reports and Lettcrs not 
Prodaced at the Trial Five 
Years Ago. 


Exciting Scenes in the Court of As- 
sizes in the de Roulede and 
Habert Case. 


[ASSOCIATED PRESS DAY REPORT. 


PARIS. May 29.—[By Atlantic Cable ] | tion. 


The Court of Cassation met today ‘to. 
hear the debate on the application for 
a revision of the Dreyfus case. The | 
doors of the Palace of ‘‘estice were 
opened at 11 o'clock. Pertons connected 
gith the case, newspaper recon ond 
others, began to arrive ha'f an hour 
‘previ. usly. There was much  .niration 


but the in 
vicinity were not large. Extensis. 
Cautions were taken 
inside and outside. 


Pe- 


the | 


SOME NEW EVIDENCE. 


pec f 


M. Ballot de Beaupre Reads Senea.- | 


terhazy 


| family 


the culprit. M. Ballot de Beaupré 
dealt with the question of motive. He 
read the police report furnished by M. 


with others of the same name, who had 
been mixed up 
disreputable female associates. 
latter reports were not produced 
the trial in 1894. 

M. Ballot 
out that Dreyfus could not have acted 


The 


excellent military career. On 
the other hand Esterhazy, the reporter 
alleged, was. a soldier of fortune al- 
money-lenders. 
Continuing, the report fers to let- 
ters written by, Esterhazgy abusing 
France and the French, and producing 


‘a deep depression upon the audience. 


He referred to a letter written by Es- 


to Baron 


June 21, 1894, to tne effect that if his 


Rothschild, dated | 


there had been a confusion of Dreyfus | 
with gambling and. 
at 
de Beaupré then pointed | 
aS a traitor from anger. or disappoint- | 


ment, as he had the ffhest prospects 
,of an 


application for money Was refused he | 


EXEMPTS THOUSANDS 


AMENDMENT ISSUED TO THE 
CIVIL SERVICE RULES. 


Guene, the detective, all unfavorable | 
.to Dreyfus, and reports of the Pre-. 
‘fecture of Police, pointing out that 


It Releases from Their Operations a 
Long List of Officérs and Excepts 
Positions from Examina- 
tion Requirements. 


Incledes Employees in Almost All 
Branches of Nearly Every De- 
partment in the 
Service. 


would have no resource but to kill his | President MeKinley Has Had it Un- 


and then to commit suicide. 
Such, said the reporter, was. Ester- 
hazy’s language on the eve of the date 
when the bordereau was “placed.” 
The inference to be drawn was that 


| Esterhazy sought, in treason, resources | 
| necessary to carry on a life of dissipa- 


At this point, with the evident 


der Consideration for About 
a Year. 


[ASSOCIATED PRESS DAY REPORT.] 
WASHINGTON, May 29.—President 


approval of all who listened, M. Ballot | McKinley today issued the amendment 
de Beaupré quoted from M. Mornard’s , to the clivil-service rules, which he has 


Statement as follows: 

“Although justice has been rendered 
more or less impotent with regard to 
Esterhazgy by the latter's acquittal of 


| being the atithor of the bordereau, it is 


‘by M. Ballot de Beaupré in reading ex- | 
presorve ceger 4 


none the less the duty of the Supreme | lowing: 


had under consideration for about a 
year. It releases from the operations 
of the civil service rules about 4000 of- 
fices. Among such places are the fol- 
Pension-examining surgeons, 


Court to retsore liberty to an innocent | Indians employed in the Indian service 


man unjustly condemned.” 


The entire afternoon was occupied 


not connected with the Indian school 
service, and many places in the engi- 


tracts. from and analyzing ‘he state- meer department at large, the quarter- 
ment of M. Mornard, counsel for Mme. | master’s department at large, the sub- 


"the lonel com- 

manding the guard at the patice has | Dreyfus, 

‘ Prior to the adjournment, M. Ballot 

Governor of farms, | ge Beaupré read a letter from the Brit- 
considerable forces of military and | ish general, Talbot, who, in 1893, was 
mounted police have been assembled at! attached to the British embassy 
the barracks in the vicinity of the) Paris, rectifying the deposition 
court. | Gen. Marquis de Gallifot. 

Speculators about the palace were Teached M. Mazeau through diplomatic 
gelling seats at points of vantage for | channels. In it Gen. Talbot said that 
a5 26 2.99 each, but the business done | Marquis de Gallifot had misinterpreted | 
4 | his (Talbot's) words, as he had never 
Was not as good as during the Zola! 


trial. but they easily obtained f.40 for 
Seats. The courtroom was filled with 
Parisian celebrities, the greater part of 
the hall having been reserved for tick- 
et-holders. Many of the cvuards belong- 
ing to other courts were present, and 
absolute tranquility prevailed. There 
Were about twenty ladies among the 
audience, filling the galleries. 

The proceedings commenced at noon. 
Amid profound silence, the president 
of the civil section of the court read | 
his report on the case. After recalling 
the contentions under which the prose- 
cution of Dreyfus were instituted in 
1894, he dealt with the contradictory 
evidence of the experts in handwriting, 
and mentioned the protest of innocence 
by Dreyfus, who said to Lieut.-Col 


Henry: “This odious accusation is the 
death of my life. I must have justice 
dealt me."’ Henry replied that the mat- 
ter did not come within his competence, | 

M. Ballot de Beaupré then read a 
number of elogistic reports on Drey- 
fus. when the latter was a military 
school probationer on the general 
staff. his interrogatory by Lieut.-Col. 
Du Paty du Clam in which Dreyfus 
persisted in denying having had rela- 
tions with any foreign embassy, and 
his statement that he had not. given 
any document to any agent relating to 
the defense of the country. 

The reporter afterward described the 


the presence of Chie? of Detectives M. 


Rochefort, and sketched the history cf 
the Drerfus family. According to Du 
Paty du Clam. Drerfus. when he saw 
the resemblance to his handwriting, ex- 


Wri ing. 

It was also pointed out that Drey- | 
Ses. whem the report of Oras-Chevills | 
Was pwinctes at the court-martial, pro- 
Semted be hed never seen che 120-shot 
and that he did no. know 
before Ia) of the disposition of the 
es. The prisoner also said 
be hat =o: bed a copy of the firing 
nothing of the docu- 
Terpecting Madagascar, and said 
the reporter of the court-mzrtial 

bow been more than six 
Weeks in coninement. I swear 1 am 
she son of an 
Preesten: 


abandoned everything to 
serve France, and I am today worthy 
of leading her soldiers on the battle- 
Seiad. The martyrdom I suffer is atro- 


M Ballot de Beaupré then dealt 
with the Ormes-Cheville’s report, 


and Dreyfus’s relations with married 
women. The report said the first sus- 
picion of Dreyfus emanated from Col. 
Fabre. who was struck with the simi- 
larity of the word “artillery’’ in the 
bordereau and in a document written 
by Dreyfus. 

Continuing, the report «dealt with 
Lieut.-Col. Henry’s account of his con- 
versation with Dreyfuswhen the latter 
Was transferred to the Cherche Midi 
Prison. Dreyfus said: 

“It is terrible. I am accused of a 
frightful thing.”’ Henry asked of what 
he was accused, and Dreyfus replied: 
“I am accused of the crime of high 
treason.’”’ 

. “The devil,” answered Henry, “but on 
what grounds?’ 

“I don’t know,’ said Dreyfus. “I am 
nearly mad. I would prefer to receive 
a bullet in the head. I am not guilty. 
oa accusation is the death of my 

To this Henry said: “If you are not 
guilty you must not lose your head. 
An innocent man is always. strong. 
Have you a family?” 

“Yes,’’ replied the prisoner, ‘‘a wife 
and children. I am well off, and I must 
have justice done me.” 

“That does not come within my com- 
petence,””’ was Henry’s next remark, 
“but justice will certainly be done. Do 
you know what you are accused of?” 

“Yes, I am accused: of giving docu- 
ments to a foreign power.” ° 

“What documents?” 

“I don’t know. Du Paty. du Clam 

spoke only of secret and confidential 
documents without further explaining. 
I replied that during my probation at 
the general staff office, many docu- 
ments passed through my hands, but 
that I communicated them to nobody." 
The Ormes-Chevilles report concluded 
with saying that Dreyfus, having a 
supple and very obsequious character, 
Was adapted for espionage. 
_M. Ballot de Beaupré then reviewed 
the judicial history of the case, and 
said it now rested with the court to 
pronounce judgment. He upheld the 
etatement that there’ was eufficient 
presumption that doubts and errors 
have existed, and that they justified a 
revision of the case. He has examined 
the different cases in which the court 
could annul a sentence without retrial, 
and said that, in his opinion, the cours 
ought not to consider the idea of an- 
nulling the sentence, but should only 
consider a revision of it. 

The revision he contended was im- 
perative, and in support of his state- 
ment he rehearsed the facts on which 
the application for a revision was 
based, among which he included the 
culpable machinations of Henry and 
Du Paty du Clam against Dreyfus, 
their owtrageous schemes ‘‘to force the 
hand of the Minister of War, and oblige 
him to prosecute Dreyfus, and _ the 
eonvincing effects of their depositions 
on the court-martial. M. Ballot de 
Beaupré then reviewed Maj. Count 
Fister y’s conmnect'on with the case, 
which is already known. 


SOME NEW EVIDENCE. 
[ASSOCIATED PRESS NIGHT REPORT.] 
PARIS, May 29.—After reading M. 
Mornard’s defense, which concluded by 
maintaining the material evidence of 
the bordereau, and the moral evidence 
cropping out during the inquiry, pointed 
not to Dreyfus, but to Esterhasy, 


— 


or | Tians and the Jews. 
claimed: “Ther have stolen my kand- | 


which was a lengthy recital sistence department at large, and the 


ordnance department at large of the 
War Department. With reference to 


'the places in the outside War Depart- 
in ment service, it is provided that they 
of shall be subjeet to relations provided 
This letter by the Secretary of War, and approved 


by the President, thus placing these 
branches of the service on the same 
substantial basis as the navy yard 


had personal relations with Esterhazy S8¢rvice. 


in the way of espionage, but had sim-'! 


The following-named employés or 


ply heard that Esterhazy’s character positions which have been classified un- 
was well known: to the foreign mili-| der the Civil Service Act, are excepted 


tary attachés. 


from the reguirements of examination 


The court adjourned at 6:30 o'clock, or registration, unless otherwise stated: 


when very few of the public: yet re- 
mained in the vicinity. The Repub-! 


lican Guards immediately returned to,| President. 


the barracks, and the cordon of police 
about dispersed. 


EXCITING SCENES. 


Trial of Roulede and Habert for In- 
citing Insubordination. 
[ASSOCIATED I'RESS DAY REPORT.} 
PARIS, May 29.—[{By Atlantic Ca- | 


i 


First—Not exceeding two private sec- 
retaries or confidential clerks to the 


Second—Not exceeding two private 
secretaries or confidential clerks to the 
head of each of the eight executive de- 
partments. 

Third—Not exceeding one private sec- 
retary or confidential clerk to each of 
the assistant heads of the eight execu- 
tive departments. 

Fourth—Not exceeding one private 
secretary or ccnfidential clerk to each 


ble.) While the Dreyfus case was pro- of the Se heads of bureaus ap- 
r 


ceeding in one part of the Palace of pointed by the 


Justice, the Assize Court, on the other 


the trial of M. de Roulede and Mar- 
cel-Hahbert. who are charged with in- 
citing soldiers to 


insubordination gn Treasury, the Superintendent of 


| side of the building, was occupied with Sa ee 


esident and confirmed 
by the Senate, in the eight executive 
The Commissioner of 
nternal Revenue, the Treasurer of the 
United States, the Comptroller of the 
Currency, the Comptroller of se 
the 


the day of the electior of President! Coast and Geodetic Survey; in the 


Loubet. Conspicuous among the audi-_| 
ence were M. Rochefort and M. Ques- 
nay de Beaurepaire, former president | 
of the civil section of the Court of Cas- 
Sation. As the defendants 
some of the spectators cheered. 


entered, of subsistence. 


War Department, the major-general 
commanding the army, the adjutant- 
general, the inspector-general, the 
judge-a2dvocate-general, the quarter- 


master-general, the commissary-general 
the surgeon-general, the 


The | paymaster-general. the chief of engi- 


reading of the indictment caused some neers. the chief of ordnance, the chief 


murmurs. 


‘signal officer, the chief of the record 


When M. de Roulede, who is a mem- | and pension office, the superintendent of 


ber of the Chamber of Deputies 


and public buildings and grounds, and in 
creator of the League of Patriots in the Department of the Interior, 
is$2, was called upon to plead, he be- Commissioner of the General 


the 
Land 


gan a diatribe against parliamenta- | Office, the Commissioner of Indian Af- 


was maturely weighed, and reminded 
the court that he created Boulangism 
in order to save France. The audience 
in court cheered M. de 
M. Habert. and cried, “Here is a jury 
of acquittal,’ when the jurymen en- 


tered. 

Murmurs were heard when the 
charges against the prisoners were 
read. The presiding judge then asked 


M. de Roulede how he, a former officer 
of the army and the soldiers’ lyrist (M. 
de Roulede is the author of “Chants 
du Soldat’’ and “Nouveaux Chants du 
Soldat,"’) could wish to turn the army 
away from its duty. To this M. de 
Roulede replied, amid laughter, with 
comparing Premier Dupuy to the frog 
in the fable, and said he (defendant) 
wished to leada brigade to overthrow 
the parliament republic, adding that 
his action was fully premeditated. 

M. de Roulede, who spoke in a loud 
voice, then gave an account of his life 
and relations with Gambetta, with 
whom, he said, he had a “communion 
of ideas.’ Continuing, M. de Roulede 
said that when M. Gambetta disap- 
peared he (defendant) was disgusted to 
see extortion and bribery reign at the 
Palais Bourbon, saying: 

“We then created Boulangism. When 
that ended two plaugues descended 
upon France—Panama, a sign of Par- 
liamentary decomposition, and Dreyfus, 
a sign of national decomposition, for 
which Parliament is responsible. I am 
not surprised there was a reaction, 
which was neither royalist nor imper- 
jalist, but popular reaction, which was 
inevitable. The false constitution of 
1875, the drafters of which wished to 
place the people in the king’s bed, ex- 
plains why the people acted so badly.” 
de Roulede then arraigned the 
constitution, and the budget of de- 
fense, saying it was increasing dally, 
and that France was approaching a 
deficit. He also attacked the budget of 
public works. 

De Roulede eulogized the work of the 
French expedition of Marchand and 
Binger, and attacked Loubet. He fin- 
ished his harangue by demanding a 
prebiscitary republic, asserting at the 
same time that he never intended to 
turn the soldiers from their duty, but 
cooly wished to carry Gen. Roget with 
i 


m. 

M. Marcel-Habert followed. He ad- 
mitted that he wished the cause a 
revolution, but denied having incited 
a reversible verdict. 

The presiding judge stopped M. de 
Roulede with the declaration that he 
must not bring such names into the 
case as M. Loubet. When e Roulede 
concluded he was acclaimed by the 
audience. A violent altercation re- 
sulted later between the Judge and 
Consul of the defense. It was settled 
by the Coneul apologizing. 

Subsequently, M. de Roulede said he 
was guilty of all the charges, except 


leader. The court then adjourned amid 
the cries of “Vive de Roulede.”” As 
the court left, the police routed the 
demonstrators, and then dispersed a 
band of musicians, who were playing 
at the qgoor. 
REVISION. AND RETRIAL. : 
BARBY? MORNING REPORT.| 


NEW YORK, Maw 29.—A @ispatch to 


the World from’ Paris, signed by M. 
de Blowitz, says of the new develop- 
ments of the Dreyfus case: ; 

‘“T am happy to be able to declare 
with absolute certainty that the offi- 
cial report of. M. de Beaupré, who will 
be followed by a very decided majority 
ef the Court of Cassation, will be clearly 
in favor of the revision, with renvoi 
(rétrial) before a court-martial.” 


Nicaragua Canal Report In. 


WASHINGTON. May 29.—Admiral 
Walker. president of the Nicaraguan 
Canal Commission, submitted the  re- 
port of that commission today to _the 
President, who transmitted it at once 
to the State Department. It is ex- 


pected, now that this commission has 


coricluded its labors, that the President 
will announce the appointment of a 
new commission to carry on 
as | of the canal survey. 


the work 


the allegation that he wanted to lead | 
the soldiers, as they were without a. 


| 
| 
| 
| 


During the course fairs, the Commissioner of Patents, the 
of his remarks, he declared his action | Commissioner 


of Education, the As- 
sistant Attorney-General for the In- 
terior Department, the director of the 
Geological Survey, the Commissioner 


Roulede and of Pensions. 


Fifth—Not exceeding one private 
secretary or confidential clerk to each 
head of the bureau appointed by the 
President, or confirmed hy the Senate 
in the eight executive departments not 
enumerated in paragraph 4 of this rule, 
if authorized by law. 

Sixth—All persons appointed by the 
President, with confirmation by the 
Senate. 

Seventh—Attorneys, assistant attor- 
neys, and special attorneys. 

Eighth—Not exceeding one pfivate 
secretary or confidential clerk to the 
Commissioner of Labor. 

Ninth—Not exceeding one private 
secretary or confidential clerk to the 
Commissioner of Fish and Fisheries. 

Tenth—Not exceeding one private 
secretary or confidential clerk to the 
ws of the Smithsonian Institu- 

on. 

Eleventh—Not exceeding one private 
secretary or confidential clerk to each 
of the interstate commerce commis- 
sioners. 

Twelfth~All shipping commissioners. 

Thirteenth—Not exceeding one cash- 
ier in each customs district, if author- 
ized by the Secretary of the Treasury. 

Fourteenth—Not exceeding one chief 
or principal deputy or assistant collec- 
tor at each customs port. and not ex- 
ceeding one principal deputy collector 
of customs at each stbport or station. 

Fifteenth—Not exceeding one deputy 
naval officer at each customs port 
paave anaval officer is authorized by 
aw. | 

Sixteenth—Not exceeding one deputy 
surveyor of customs at each customs 
port, where a surveyor is authorized by 


lagy. 

exceeding one pri- 
vate secretary or confidential clerk, if 
authorized by the Secretary of the 
Treasury, to the collector of each cus- 
toms district, where the receipts for 
the last preceding fiscal year amounted 
to as much as $500,000. 

Eighteenth—Not exceeding one pri- 
vate secretary or confidential clerk, if 
authorized by the Secretary of the 
Treasury, to each of the appraisers at 
the ports of Boston, New York and 
Philadelphia. 

Nineteenth—Not exceeding one coun- 
sel before the board of general ap- 
praisers. 

Twentieth—Not exceeding one pay- 
rd in the New York customs dis- 
rict. 

Twenty-first—All positions in Alaska 
in the customs and internal-revenue 
services. 

Twenty-second—All deputy collectors 
of internal revenue who are borne on 
the rolls as such, and the allowance for 
whose salaries is approved by the Sec- 
retary of the Treasury; provided, that 
no position designated as a clerkship 
under a collector of internal revenue, 
appointment to which is made by the 
Secretary of the Treasury, shall be 
discontinued for the purpose of sub- 
Stituting a deputy collectorship there- 
for, or for any purpose other than a 
bona fide reduction of force, and that 
before such reduction shall be made 
the reasons therefor shall be given in 
writing by the collector of the district, 
and shall be approved by the Com- 
missioner of, Internal Revenue and the 
Secretary of the Treasury. 

Twenty-third —, Storekeepers and 
gaugers, wihose compensation does not 
exceed $3 per day when actually em- 
ployed, and whose aggregate compen- 
sation shall not exceed $500 per annum! 

Twenty-fourth—Officers in charge of 
the Bureau of Statistics. 

Twenty-fifth—Not exceeding one 
chief clerk in each mint or assay office, 
who is authorized by law to act for 
the superintendent or assayer in charge 
during his absence or disability. 

Twenty-sixth—One private secretary 
or confidential clerk to the sunerin- 
tendent: one cashier, one deposit clerk, 
one assistant coiner, one assistant 
melter and refiner, and one assistant 
assayer in each mint or ase#ay office; 
provided that appointment to the posi- 
tions named in this rule in clauses Nos. 
13, 14, 15, 16, 22 and 23 shall be subject 


to an examination, to: be prescribed by 
the Secretary of tne Treasury, equiva- 
lent to the examination held by the 
commission for the positions of like 
grade. Such examinations shall be 
conducted by the commission in ac- 
cordance with its regulations, providéd 


the Secretary of the Treasury for ap- 
pointments in the Alaska customs serv- 
ice and internal-revénue service in 
Alaska. 

Twenty-seventh—Not exceeding one 
clerk to each army paymaster in actual 
service, 

Twenty-eighth—Wardens, chaplains 
and physicians in the United States 
penitentiaries or prisons. 

Twenty-ninth—Not exceeding one 
private secretany or confidential clerk 
to each district attorney. 

Thirtisth—Examiners. 

Thirty-first—The Assistant Attorney- 
General for the Postoftice Department. 

Thirty-second—Not exceeding cne 
private secretary or confidential clerk 
to the Assistant Attorney-General. 

Thirty-thira—Not exceeding one pri- 
vate secretary or confidential clerk to 
the postmaster, if authorized by the 
Postmaster-General, at each postoffice 
where the receipts of the last preceding 
fiscal year amounted to as much as 
$350,000. 

Thirty-four—Not exceeding one audi- 
tor at the postoflice in New York. 

- Thirty-five — Not exceeding one 
finance clerk, if authorized by law 
and regularly and actually assigned to 
act as auditor, at each  postoffice 
where the receipts for the past fiscal 
year amounted to as much as $350,000. 

Thirty-six—Not exceeding one cas‘h- 
ier or finance clerk at each first-class 
postoffice. 

Thirty-seventh—Not exceeding one 
cashier and one finance clerk at each 
postoffice where the receipts for the 
last. preceding fiscal year amounted to 
2s much as $500,000. 

Thirtry-eighth — Not exceeding one 
caghier and tivo finance clerks at each 
postoffice where the receipts for the 
last preceding fiscal year amognted 
to as much as $1,000,000. 

Thirty-ninth—Not exceeding one 
cashier and three finance clerks at each 
postoffice where the receipts for the 
last preceding fiscal year amounted to 
as much as $2,000,000. 

Fortieth—Not exceeding one clerk, 
who shall be a regular physician, at 
each first-class postoffice, when au- 
thorized by the Postmaster-General, to 
examine applicants for sick leave, and 
also to act as a general utility clerk. 

Forty-first—The superintendent of 
the Hot Springs reservation. 

Forty-second—One special land in- 
speotor. 

Forty-third—Inspector of coal mines 
in the Territories. 

Forty-fourith—Special agents em- 
ployed, as necessity for their em- 
ployment may arise, for the purpose 
of protecting public lands. 

Forty-fifth—The inspectors of sur- 
veyors-general and district land of- 
fices. 

Forty-sixth—Superintendents of irri- 
gation in the Indian service. 


Forty-seventh—Superintendents of 
logging in the Indian service. 
Forty-eighth—Five special Indian 


agents, as authorized by law. 

Forty-ninth—Special agents for the 
allotment of land in severalty to the 
Indians, as the necessity for their em- 
ployment may erise. 

Fiftieth—Special commissioners to 
negotiate. with Indians as the necessity 
for their employment may arise. 

Fifty-first—Engtneers to make sur- 
veys of reservation boundary lines and 
surveys at Indian agencies, as the ne- 
cessity for their employment may arise. 

Fifty-second—Examiners of Indian 
timber lands, as the necessity for their 
employment may arise. 

Fifty-third—One financial clerk at 
each Indian agency to act as agent dur- 
ing the absence or disability of the 
agent. 

Fifty-fourth—All positions in the 
Alaska sch service. 

Fifty-fifth—Not exceeding five spe- 
cial pension examiners to investigate 
fraudulent and other pension claims 
of a criminal nature. 

Fifty-sixth—One clerk at each pen- 

sion agency to act for the agent during 
his absence or disability. 
Fifty-seventh—Agents and experts 
who are temporarily appointed and em- 
ployed in making investigations and 
furnishing information for the dep*®rt- 
ment as provided by law, or under the 
direction of the head of the department 
which agents and experts shall be 
borne on the rolls as such, an be 
actually engaged in the duties for 
which they are appointed, and whose 
payment has been authorized by law. 
Fifty-eighth—One statistical agent in 
each State and Territory where au- 
thorized by law. 
Fifty-ninth—The assistant secretary 
of the Smithsonian Institution, in 
charge of the United States National 
Museum, 

The exemptions from the operation of 
the law are made in rule 111, and as 
additions to the exceptions formerly 
made. The additional exceptions fol- 
low: 

Positions in the revenue cutter serv- 
ice where the persons enlist for the 
season of navigation only. 

Any local physician employed tem- 
porarily as acting assistant surgeon in 
the Marine Hospital service. 

Any pegson employed in thr Marine 
Hogpital service aS quarantine at- 


tendant at the Gulf, South Atlantic, 
Tortugas, Reedy Isiand and Angel 
Island quarantines; and any person 


temporarily employed as quarantine at- 
tendant on quarantine vessels, or in 
camps, or in stations, established for 
quarantine purposes during epidemics 
of contagious diseases in the United 
States or beyond the seas. All physi- 
cians employed as pension examining 
surgeons, whether organized in boards, 
or working individually under the_di- 
rection of the Commissioner of n- 
sions. This paragraph does not in- 
clude medical examiners in the Pension 
ce, 

Indians employed in the Indian serv- 
ice at large, except those employed as 
superintendents, teachers, teachers of 
kindergartens and  physi- 

Temporary clerks employed in United 
States local land offices to reduce, tes- 
timony in writing in contest cage, not 
paid from government funds. 

Temporary clerks employed in the of- 
fices of surveyor-general, and paid from 
funds deposited by individuals for sur- 
veying public lands. 

Any person employed as Office or 
field deputy in the office of a United 
States marshal. 

Appointments to the following posi- 
tions are to be made hereafter on tests 
of fitness prescribed in paragraphs 74 
and 8%, inclusive, of navy yard order 
No. 23, revised, but pending the re- 
sult of such examinations, the Secre- 
tary of the Navy may appoint to the 


a period not to exceed thirty days. 

All persons at the navy yards, naval 
stations and at private shipbuilding 
and manufacturing establishments 
where work is done by contract for the 
Navy Department, employed as special 
mechanics and civilian assistant 
spectors of work and materials (includ- 
ing ordnance’ armor plate, marine en- 
gines, hulls, buildings, dredging, etc.) 

Appointments tg the following-named 
positions in the ar Department are 
to me made hereafter on registration 
tests of fitness, prescribed in regula~ 
tions to be issued by the Secretary of 
War and approved by the President: 

Any person in the *quartermaster’s 
department at large of the United 
States army employed as train master, 
chief packer, foreman packer, pack- 
master, master baler, foreman of lab- 
orers, superintendent of stables or 
forage master. 

pest person in the medical depart- 
ment at large of the United States 
army, employed as chief packer, packer 
or assistant. packer. 

Any person in the ordnance depart- 
ment at large of the United States army 
employed as the foreman, forage mas- 
ter, weigher, skilled laborer, guard or 


that examinations may be waived by | 


board positions, quahfied persons for 


ment at large of the United States 
army employed as subinspector, over- 
seer,  suboverseer, superintendent, 
master lock manager, deputy lock man- 
ager, as the superintendent of canal, 
chief of deputy inspector, deputy in- 
spector, rodman, stadia-man 
man, foreman, timekeeper, as the 
lock master, custodian, storekeeper, 
forzkeeper, as the torpedokeeper, 
light keeper, board master, subforeman, 
master laborer, gauge reader, stew- 
ard, as the dam tender, helper, carpen- 
ter helper, Machinist’s helper, quarry 
master, blacksmith’s helper, climber, 
man, gardener, assistant gardener or 
bargemaster, recorder of vessels, track- 
weigher. 

Any person in t 
parks at Gettysburg, ! 
mauga, Chattanooga, Vicksburg and 
Antietam, employed as commissioner 
assistant in historical work, agent for 
purchase of land, historian, secretary, 
rodman, chainman, assistant superin- 
tendent, chief euardian, guard, inspec- 
tor, carpenter, steam engineer or 


WHITEMAN SKIPS OUT. 


e national military 
Shiloh, Chicka- 


UTTERER OF WORTHLESS BILLS 


JUMPS HIS BAIL. 
Representatives of New York Hotels 
Where the Alleged Forger 


Worked Off Bad Paper Were in 
Court to Prosecute, buat the Of- 
fender Was not There—Angry 
Scene Follows. 


[BY DIRECT WIRE TO, THE TIMES.] 

NEW YORK, May 29. — [Exclusive 
Dispatoh.] _Alonzo, Whiteman, the 
forger, formerly of California, who was 
arrested Saturday, on complaint of 
Martin Mahon of the New Amsterdam 
Hotel, jumped his bail of $500 and was 
not in court when the case was called. 
Several detectives and representatives 
of the Stuart, Normandy, Cardillac, 
Murray Hill, Martin and Shanley ho- 
iels, where. Whiteman had passed 
worthless Canadian bills, were on hand 
and were greatly disappointed. 

The detectives blamed Magistrate 
Poole, whom. they warned Saturday 
against taking bail, and there was an 
angry scene. Poole finally issued a 
fresh warrant charging Whiteman with 
passing worthless bills. The police are 
anxious to capture Whiteman, as he 
has operated very extensively and is a 
dangerous criminal. 


MUST MAKE IT O. K. 


ITHACA PROFESSOR SUES YOUNG 
MOOERS OF THIS CITY. 


Former Cornell University Student 
Accused of Alienating the Affec- 
tions of the Preceptor’s Pretty 
Wife from St. Louis. 


[BY DIRECT WIRE TO THE TIMES] 

NEW YORK, May 29.—[{Exclusive 
Dispatch. The World's Ithaca special 
says the suit of Prof. Edgar Kay of 
Cornell University against E. D. Mooers 
of Los Angeles, a youth of 20, and 
formerly an undergraduate, for $25,000 
for alienation of his wife’s affections 
and assault, will be tried next Thurs- 
day by Supreme Court Justice Forbes. 
It follows the suit for divorce which 
Prof. Kay successfully brought against 
his wife, in which young Mooers was 
named as co-respondent. FExtraordi- 


chain- . 


nary pressure has been brought to bear 
upon Prof. Kay by the faculty of the | 
university to drop the suit. 

Prof. Kay came to Ithaca several | 
years ago with his wife, who is pretty, 
vivacious and young. A change fol-. 
lowed the coming of the young woman | 
from Mrs. Kay’s former home in 8t. 
Louis to study in the Conservatory of | 
Music. It was not long before young | 
Mooers and another undergraduate, | 
son of a former Congressman living in | 
Binghampton, began calling at the 
home of Prof. Kay. Mooers spent 
money lavishly. The visits of the stu- 
dents to the home did not make talk, 
nor did their appearances in public at 
first. because Mrs. Kay was acting as 
chaperon. Between their champagne 
dinners, followed by long rides, there 
was gossip, and the quartette planned 
an elopement. 


It was about this time that the father 
of the Binghampton youth came to 
Ithaca. A hint of the 
reached his ears. On the afternoon 
that they were to go away, the two 
students, with Mrs. Kay and her 


took his son out of the party and Kay, 
who appeared at the depot, tried to dis- 
suade his wife from her purpose. She 
insisted on going, and there was a 
quarrel. Mooers knocked Kay down. 
The trio returned to Ithaca two days 
later, and Kay sued and obtained a a- 
vorce. 


MES. MAYBRICK’S PARDON. 


Another Appeal for it Refused by 
Great Britain. 
P. EARLY MORNING REPORT.} 

NEW YORK, May 29.—A special to 
the Herald from Washington says that 
Great Britain has again refused the 
request of the United States that Mrs. 
Maybrick be pardoned. This is the re- 
sult of another application made for 
her release by Ambassador Choate, who 
has just cabled to Secretary Hay the 
answer he has received from the Brit- 
ish Foreign Office. Sincere regret-is 
expressed in official circles that the 
British government is still unable to 
see its way clear to free the unhappy 
woman. It is the intention of the ad- 
ministration to continue its efforts in 
behalf of Mrs. Maybrick. 

After a reasonable time had elapsed, 
during which it is presumed the case 
was reviewed, the reply was returned, 
courteous in tone, but that nothing 
had developed to cause any change in 
the conduct of the government with 
respect to the prisoner. 

Friends of Mrs. Maybrick in thie 
country who have not, however, been 
advised of the latest development in 
her case, are still memorializing the 
State Department and the British gov- 
ernment in her behalf. The State De- 
partment has just received from a 
league or order to ‘secure Mrs. May- 
brick’s release, a long statement re- 
citing the facts and pleading that she 
be restored to liberty. This memorial 
will probably be officially transmitted 
to the British government for its in- 
formation. 

In July Mrs. Maybrick will have been 
ten years in prison for the administer- 
ing, as is supposed, of poison to her 
husband. 


Tramps and Cattle Killed. 


CEDAR RAPIDS (Iowa,) May 29.—A 
special stock train on the Chicago 
Nortitwestern went through the bridge 
over Prairie Creek, two miles west of 
Otis, today, Two tramps were kflled, 
ana 160 head of cattle perished. 


LL.D. for “Teddy.” 
NEW YORK. May 29.—It is stated 
that Gov. Roosevelt is to receive the 
degree of LL.D. from Columbia Univer- 


sity at the commencement exercises | 


next week. | 


elopement | 


BLOUD WAS HUMAN. 


THORNTON FOUND IT ON 
SAND AND HAIR. 


EX-Gov. 


Taking of Testimony in Fountain 
Murder Case Begun—Dead Man’s 
Eldest Son Tells of the Finding 
of a Trail—Jack Maxwell Re- 
ported as Found. 


{BY wme TO THE TIES.1 

HILLSBORO (N. M.,) May 29.—[Ex- 
clusive Dispatah.] When the District 
Court opened this morning the pro- 
ceedings vere commenced by the call- 
ing of witnesses, who, to the number 
of seventy-seven, crowded to the front 
and were sworn in. Jack Maxwell of 
Three Rivers, considered as one of its 
important witnesses for the prosecu- 
tion, did not answer, but word came 
today to Sheriff George Curry of Otero 
county that Garrett has captured Max- 
well and is now on his way to Hills- 
boro with him. 

Among the prominent persons in the 
courtroom this morninng were ex-Gov. 
Thornton and Maj. Llewellyn of 
Rough Rider fame both witnesses for 
the prosecution. Ex-Gov. Thornton 
explained that he was anxious togre- 
turn home and he was permitted to 
take the stand immediately. He testi- 
fied that he was notified of the disap- 
pearance of Col. Fountain as soon as 
the news reached Las Cruces and left 
for Las Cruces the same night. Ar- 
riving there he was given a smal! 
quantity of blood-soaked sand, found 
near the Fountain vehicle, and” some 
blood-stained hair, shaved from the 
side of Fountain’s white horse. These 
he submitted to a Santa Fé chemist 
for analysis and the blood was pro- 
nounced that of a human being. On 
cross-examination Gov. Thornton said 
Tom Tucker did not telegraph him to, 
come to Las Cruces, that he remem- 
bered. 

Antonio Garcia whose daughter mar- 
ried A. J. Fountain, Jr., told of the dis- 
covery of the abandoned Fountain 
buckboard, far from the road, by the 

and of the trailing of the 
three unknown horsemen to @ point 


yseven miles from Lee's ranch, where a 


herd of cattle crossed and obliterated 
the trail. 

The next witness was Albert J. 
Fountain, Jr., the dead man’s eldest 
son. He testified substantially the same 
as Garcia, except that he told of the 
finding of the remnants of a campfire 
five miles from the spot where the 
buckboard was found. Around it were 
the tracks of three sets of cowboy 
boots and those of a small boy, but 
witness could not swear whether the 
boy’s tracks were made by one shoe 
or two. The horsemen were trailed to 
within seven miles of Lee’s ranch, 
where a herd of cattle was encoun- 
tered and the trail lost. — 

“What is the nature of the country 
south of Lunas Wells?” asked the at- 
torney for the defense, on cross-e€x- 
amination. 

“It is a rough country,” answered 
the witness. 

“How far could you see-a horseman 
from the road?” The question was 
objected to by the + eam and the 

was sustained. 
adjourned and night ses- 
gions will be held from this date. The 
evidence. will grow more-sensational as 
the trial progresses. 
CASE UNDER WAY... 
[ASSOCIATED PRESS DAY REPORT 


HILLSBORO (N. M.,) May 29.—The 
hearing of testimony in the trial of 
Oliver M. Lee and James Gilliland, 
cattlemen, charged with the murder of 
eight-year-old Henry Fountain, began 
today before District Judge Frank Par- 
ker, the jury having been secured Sat- 
urday. he case comes to the Sierra 
county court on @ change of venue 
from Dofia Ara county, where indict- 
ments were found charging the prison+ 
ers with the murder of Henry Foun- 
tain and his’ father, Col. Albert J. 
Fountain, a prominent attorney and 
Republican, who were brutally as- 
sassinated in January, 1895, when driv- 
ing home from Lincoln, where the 
colonel had attended a meeting of the 
New Mexico Stock Association. Col. 
Fountain had been active in the prose- 
cution of cattle thieves, and it has al- 
ways been supposed that he and his 
s0n were killed by some of them or 
his political enemies. 

Some of the best lawyers in New 
Mexico are engaged in the case, Dist.- 
Attv. R. P. Barnes, W. B. Childress 
of Albuquerque and T. B. Catron of 
Santa Fé, represent the Territory, A. 
B. Fall of Las Cruces, H. B. Ferguson 


‘of Albuquerque and H. M. Dougherty 


guest started out together. They drank | 
more or less. The Congressman forcibly | 


of Socorro, are the attorneys for the 
defense. The prosecution relies upon 
circumstantial evidence for a convic- 
tion. It is said that the defense will 
set up an alibi. 


MONROE COUNTERFEIT BILL. 


Pilate and Paper Stolen from Gov- 

ernment Vanalts Years Ago. 

P. EARLY MORNING REPORT.] 
DENVER. May 29.—According to a 
story printed in the News today, the 
government secret-service officers have 
just received the information that the 
plate from which the famous Monroe 
$100 counterfeit bill was printed was 
not the work of Bredell, the confessed - 
counterfeiter, but was stolen from the 
government vaults at Washington by 
the men now under arrest. It is said 
the theft was accomplished five years 


ago. 

It is alleged that the counterfeit rev- 
enue stamps, which is the work of Tay- 
lor and Bredell, are not remarkable for 
cleverness, while the counterfeit bill 
was so perfect as to deceive even gov- 
ernment experts, so that the Treasury 
Department was compelled to withdrew 
the entire issue from circulation. It is 
claimed that the counterfeiters not only 
stole the plates from the vaults, but 
1000 sheets of paper on which the notes 
were printed were also taken. 


The total number of piague cases re- 
ported at Alexandria, ypt, is eight. Two 
of the piriense have died, and two have re- 
covered. 


TRYING TRAIN-ROBBERS. 


Many Witnesses Summoned in 
Macomb, Mo., Case, 
[ASSOCIATED PRESS NIGHT REPORT.] 
HARTVILLE (Mo.,) May 29.—The 
trial of John Kennedy, William Jen- 
nings, Bill Ryan, Joe Shepard, Louis 
Nigh, Elmer Byrum, James Fogley and 
Oscar Ray for holding up the Kansas 
City,. Fort Scott and, Memphis train 
at Macomb, Mo., on the night of Jan- 
uary 3, was called by Judge Cox in the 
Courthouse today. Many witnesses 
have been subpoenaed to testify 
‘against the train-robbers, and more 
than sixty witnesses have been sum- 
moned by the defense. 
Attorneys for the State say that they 
have evidence against the prisoners 
that is complete in every link, | 


LOS ANGELES POSTOFFICE 


the 


SUPERVISING ARCHITECT GIVES IT 
HIS ATTENTION. 


Government Representative Will 
Come to This City Within a 


Week or Ten Days to Pian the 
Needed Improvements, 


(RY DIRECT WIRE TO THE TIMES.) 

WASHINGTON, May 29.—[{Exclustve 
Dispatch.] Supervising Architect Tay- 
lor is at last considering the extension 
of thé Los Angeles postoffice. He an- 
nounced today that the government rep- 
resentative would go to Los Angeles 
within a week or ten days and look 
over the building with a view to as- 
certaining the need of improvements. 
Superintendent of Construction Rob- 
erts of San Francisco: will probably be 
assigned to the work. He is now super- 
intending the construction of the San 
Francisco postoffice. 

Mr. Roberts will also visit several 
places in California where public build- 
ings need improvements. He will be 
told to take in every building that is, 
in his judgment, to be looked after, 
and make his reports as soon as pos- 
sible. Superintendent of Construction 
Roberts will also select a site for a new 
public building at Oakland. 


Ex-Gov. Holliday Dead. 


RICHMOND i (Va.,) May 29.—Ex- 
Gov. Frederick William Holliday died 
at his home in Winchester today, aged 
71. He was a colonel in the Stonewall 
brigade, and lost an arm at Slaughters 
Mountain. On retirement from the serv- 
ice, he was elected to the Confederate 
Congress. in which he sérved until the 
end of the war. He was elected as 
Governor of Virginia on the Democratic 
ticket in 1877. 


Postmasters Appointed. 


WASHINGTON, May 29.—[Exclusive 
Dispatch.] Postmasters appointed to- 
day: San Dimas, Los Angeles county, 
Herbert Knox, vice Ella H, Brownlee, 
removed. Commission as postmaster 
at Toluca, Los Angeles county, issued 
today to Wilson C. Weddington. 


for a home-like piace, a central 
street; A pleasant room, good 
things to eat; Our hotel rates 
cannot be beat. 


SULPHUR MT. SPRINGS 


ONE OF CALIFORNIA’S BEAUTY SPOTS. 
Accommodations for Campers. Hun ing and 


Fishing. rom H B. 
Rie “South 


to 
HAWLEY & RICHARDS, 
Santa Paula, Ventura County, Cal, 


MARTIN’S CAMP 


* ON THE TIP TOP OF THE SIERRAS. 
6000 feet above the sea level. Finest of air and 
water. Better accommodations and service 


than ever. Rates 82 Pe day; 810 per week. 
Write to C. S. MARTIN, proprietor. 

Les les & P ena Electric and Ter- 
minal lways. 


SANTA 


THE DORIA, 


Corner Ocean and Arizona avenues. Ocean 
front steps from house to the beach. 
P. O. Box 51. 


BOEHME VILLA, 


Corner of Ocean and Oregon Ave. First-class 
ate; a und for ¢ n. 
MRS. GEO. BOEHME. 


Camp Sturtevant— 
The mountains are beautiful er The 


Camp 


and Cilley ,in For 
roular ce list address 
Ww. STURTEVANT, Sierra Madre. 


HOTEL REDONDO. 


elegant Seaside Resort. Renowned for its 
Planers. Golf, Tennis, Satling, Fishing, 
Bathing. Special Trains Decoration Day. 
See Agent, 2468S. SPRING ST. 


HOTEL BREWSTER, sav oreco. 


Strictly first-class. European plan, rooms $1.00 
up. Am*"ican Plan, special rates. 


HOTEL LINCOLN 


The Leading Family Hotel. Cuisine excel- 
lent: all modern provements: summer 
{ rates. THOS. PASCOE, Prop’r. 


HOTELS, RESORTS AND CAFES. 


RLINGTON HOTEL— 


Santa 


New Passenger Elevator and torty Bathrooms have been added 


- climate, Ocean Bathing every day. 


Barbara. 


LSINORE HOT SPRINGS—LAKE VIEW HOTEL 
Rheumatism, Kidney Troubles, and all Skin Diseases yield quickly to Het 


Springs treatment at this time of the Rates $8 and up per week. 
_GS. TRAPHAGEN, M 


ATICK HOUSE—cer. Fiest and 
Hotel," remodeled) 75 additional 
le vator. 
includes suites, with private baths. 


thing 


trietly first-class. 


Main Sts., Hert Bros., “The 
rooms, all new! furnished, every- 
American $1.25 to $3.00, latter 
European plan, 50 cents up. 


BBOTSF ORD IN COFnet an Hove Streets 


court cats to and 


The best appointed family reg ag city; $150 per day up; special rates to 


tat guests. Spacious, 


er glass 
warters for N. E A, 


all parts of the city ani depots. Hea Teachers. 
le Street. Healthy locati courthouse. 


| 
| 
| 
| 
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® the local Olympia 


* 


as he went down, and held on. 


> 


TUESDAY, MAY 30, 1899, 


Qos 


Cngeles Daily Times. 


tCOAST RECORD.) 


TRAIN HITS A CAR. 


PASSENGERS GO INTO THE BAY 
AT OLYMPIA. 


= the 
Edward Broad of South Seattle 
Killed and Sixteen People 
Injured More or Less 
Seriously. 


Motorman Sharpe Says the Track 
Was So Slippery That the Brakes 
Wouldn’t Hold When 
Applied. 


_ 


Eight-hour Law Gets a Setback. 
President Kellogg Retained at 
. Berkeley—Baptists. 


[ASSOCIATED PRESS NIGHT REPORT. } 

SEATTLE, May 29.—A collision oc- 
curred this morning near the Wash- 
ington Iron Works between a Grant- 
Street car containing, as near as can 
be. learned, twenty-five persons, and 
Northern Pacific 
passenger train. One man was killed, 
and two persons injured quite severely. 
Following is the list: - 

Dead: 

EMANUEL BROAD, aged 3, laborer 
of South Seattle. 

Injured: 

Ek. E. HOPE, Georgetown, left arm 
crushed. ; 
.Frank Hoffiditz, South Seattle, leg 
broken. 

DUNCAN BROWN, Georgetown, 
badly bruised about back and arms, 
cut over one eye. 
GEORGE BROWN, 
slightly injured. 

H. E. Bull, Georgetown, nose broken, 
head cut. 

M’LEON, South Seattle, 
broken, 
cut. 


South Park, 


wrist 
side injured, head and face 


“* —, BRAEMERT, Georgetown, bruised 


about body. 

H. F. HENRY, 
about the body. | 

GEORGE LINDOFF, South Seattle, 
head. cut. 

W. SUMMER, South Seattle, slightly 
bruised. : 

CARL FRICKSON, Georgetown, cut 
and bruised. 

DAN. VAN DEWATER, South Seat- 
tle, laborer, cut on head. 
E. W. PROUTY, slightly bruised. 
FRANK SHARPE, two ribs broken. 
MARTIN MIDDLESTBAD, George- 

town, body bruised. , 

MRS. ELIA E. MORGAN, South 
Seattle, badly bruised on body. 

Broad died while being taken to the 
hospital. . 

The electric car -was coming into the 
city, and the train was just starting 
out for Olympia.’ They met, nearly 
head on, at the intersection of the two 
tracks. The passengers of the electric 
car were all thrown into the bay, where 
the water was nearly ee feet deep. 
It is a‘wonder that no oné was drowned 
during the panic that followed. So 
far as known, every one is accounted 
for. f 

Sharpe of. the elec- 
the train approaching he 

& brakes, with all his power, 
but theatrack was slippery. amd: his car 
into the locomotive. 
senger#—nrade frantic efforts 
out of the car. The motorman “ant 
conductor suceeded in jumping off .the 
platform, but an instant later the en- 
gine of train crashed into the 
street caf,°and the people were thrown 
into the’ Water below. Although the 
man who-was fatally injured succeeded 
in getting off the car, he could not et 
out of its way, and when the engine 
hit the car he was struck by it and 
knocked into the water. 

‘Without a moment’s hesitation, al- 
though terribly. injured internally, he 
promptly grabbed a pile and held on. 
When ‘another passenger on-the car 
was ‘about to’ sink, the injured man 
grabbed him with his free arm and 
held him up until a rope could be let 
down and both of them hauled up. 
The train crew, assisted by employés 
of the Washington Iron Works, made 
heroic efforts to get the frightened 
passengers out of the water. 

With ropes and boards every one was 
quickly taken out. Some were clinging 
to piles, some were struggling and 
swimming about, and - others were 
crawling’ up the piles and timbers. Ev- 
erything was in the direst confusion. 
The wrecked electric car lay on its 
side, almost at right angles with the 
rails, while the passenger train was 
some fifty feet distant from where the 
electric’ car lay. The locomotive head- 
light was broken and the cowcatcher 
badly deranged, while the whole front 
end was coyered with broken glass and 
débris from the electric car. 

Harry Buttes tells of his experience. 
He was sitting in the front end of the 
car oh the right-hand side. All he re- 
members was a crash, and then he felt 
himself going through the window of 
the car into.the bay. He was able to 
swim; .and after coming to the surface, 
reached a pile and crawled upon e 
trestie. Lindoff was not so fortunate. 
He became inextricably mixed up in 
the confused mass of humanity, trying 
to get out of the rear door. He was 
seated in the middle of the car. 

“It seemed to me,” he said, “that the 
car simply opened up and let me 
down.” 

Lindoff says he caught the —— 

~ 
next recollection is that the wheels of 
the locomotive were coming toward 
him, and were almost on top of him. 
For fear of being cut in two, he loos- 
ened his grasp and dropped into the 
bay. He reached a trestle and thence 
climbed upon a crossplate and hung on. 
Presently a boy came along in a boat, 
and he climbed in and was rowed to 
where he could get on terra firma. 
Both Lindoff and Bull, after, getting 
out of the water, went to a residence 
near the wreck. They dressed _ their 
wounds.. 

No official statement of the collision 
has been made. The motorman claims 
that. he endeavored to make the cus- 
tomary ston, but owing to the wet raijs 
and the failure of the sand apparatus 
to work, he was unable to stop before 
reaching the crossing. He neither 
heard the alarm bell ring nor whistle 


South Seattle, bruised 


-*blow. The railroad people insist that 


they are not in any way to blame. 


OLD FIGHT ON AGAIN, 


Brig.-Gen. Merriam Discusses the 
Coeur d’Alene Situation. 
[ASSOCIATED. PRESS NIGHT. REPORT.] 


SAN FRANCISCO, May 29,—Brig.- 
Gen. H. C. Merriam, who was stationed 
in this city in command of the De-~ 
partment of the Columbia during the 
war witheSpain, arrived here today 
from Wardner, Idaho, where he was 
sent to bring the.rioting Coeur d’Alene 
miners into subjection. His visit was 
for the purpose of. making a report to 
Gen. Shafter of the status and pros- 
pects of the big miners’ strike, the 
Coeur d'Alene district being ‘situated 
within his jurisdiction. He had a long 
conference with Gen, Shafter, and left 
for Denver on the Central overland 
train tonight. When seen at the Pal- 
ace: Hotel, Gen. Merriam said that 
peace prevailed in the turbulent min- 
ing camp when he- left there a few 


ys ago. 
“We have 600 troops on. the ground 


under command of Maj. Smith of the 
First Cavalry, and they are in com- 
plete control of the situation,’”’ he said. 


serve peace,-so that the State authori- 
ties may act without being molested or 
murdered. As for the other difficulties, 
I shall have to be excused from ex- 
pressing an opinion. Conditions are 
now entirely peaceful, and, to judge 
from _outward indications, there is no 
trouble. But, «of ‘course, there is 
trouble. There is a great deql of feel- 
ing among the miners, although jt is 
not finding expression just now in overt 
acts. There is no doubt that the old 
fight is on again. 

“The State . authorities are making 
rapid progress in their work of fixing 
the responsibility for the outrages. As 
many as 700 striking miners were pris- 
oners at one time. The number has 
been gradually reduced as the inno- 
cence of many has been determined by 
investigation. When I left Wardner 
mg were 330 prisdners in the stock- 
ade.”’ 

Gen. Merriam informed Gen. Shafter 
that the whole difficulty would be ad- 
justed without any serious interfer- 
ence from the strikers. 


BAPTIST MISSIONARY UNION. 


First Session of Anniversary Meet- 
ing Opens at San Francisco. 
[ASSOCIATED PRESS DAY REPORT. ] 

SAN FRANCISCO, May 29.—The 


dy 


American Baptist Missionary Union 
opened the first session of its eighty- 
| fifth anniversary this morning. At the 
session of the Woman's Foreign Mis- 
sionary Society, Mrs. Huntsman gave 
a brief history of the society in Cali- 
fornia, referring to its organization 
twenty-five years ago, in the First 
Baptist Church of San Francisco. 
Mrs. Bridges, the corresponding sec- 
retary, spoke of the work done during 
the past twenty-five years. Miss 
Walker, a returned missionary from 
Osaka, Japan, described the work on 
that field. Mrs, Lattorette, correspond- 
ing secretary of the society in Oregon, 


of the difficulties and the encouraze- 
ments of foreign work in the Oregon 
churches. The women’s meeting closed 
with an account of the work in Assam 
by Mrs. Philips. who has been twenty 
years in that field. 

After devotional exercises and or- 
ganization, the president of the Mis- 
sionary Union, Hon. Robert O. Fuller 
of Massachusetts, made his annual ad- 


dress. “Some ask why we go to for- 
eign lands, when as much is to pe 
done at home. Our orders are ‘Go 


into all the world, etc.’ Shall we obey 
our orders? We have a proof of the 
value of missions in the results in the 
Sandwich Islands, which have come 
into our hands without the shedding of 
a drop of blood. The remarkable suc- 
cess of the American Baptist Mission- 
ary enterprise is the result of patient, 
faithful service.” 

Dr. Mabie reported.for the Executive 
Committee. He compared the condi- 
tions of eighty-four. years ago with 
those of today. Heathen nations are 
now our next-door neighbors. The 
opportunities of the church in the com- 
ing decades will be ‘increasingly im- 
portant. Dr. Mabie gréferrad to~ the 
great loss which the union has sus- 
tained during the past year by the 
death of its able and devoted foreign 
secretary, Samuel W. Dunéan, D.D. 

Dr. Mabie urged that greater aiten- 
tion be paid to the industrial work 
among the poorer classes on missionary 
fields. Under the rigid economy of the 
past year, but few new missionaries 
have been sent out. Only thirteen 
persons were commissioned last year, 
and the total number for missionaries 
now in service is less by tw@nty than 
four years ago. 

The treasurer’s report showed total 
appropriations of the Missionary Union 


have cont#ibuted :$41/58 

Dr. .Morgan moved that the follow- 
ing message be cabled to United States 
Ambassador White at The Hague: 
“A million northern Baptists repre- 
sented in annual convention, invoke 
upon your conference the benediction of 
the Prince of Peace.” 

This motion was 
adopted. 


STATISTICS AND CMMITTEES. 

[ASSOCIATED PRESS NIGHT REPORY.) 

SAN FRANCISCO, May 29.—The 
Statistics of the Missionary Union are 
summarized as follows: Number of 
missionaries the past year, 459; native 
helpers, 3584; church communicants, 


unanimously 


635; educational statistics, theological 
pupils, 2902; other pupils, 26,525: num- 


native Christians have contributed $41,- 
673; appropriations of the Missionary 
Union for the foreign work, $549,757.46. 

The following committees were ap- 
pointed to handle the affairs of the 
Missionary Union: 


Woods, California; L. B. Philbrick, 
Massachusetts; George T. Ellis, Ore- 
gon; J. A. Francis, New York; E. P. 
Vining, California; Lewis Halsey, Ari- 
zona. 
Committee on Enrollment—B. B. 
Johnson, Massachusetts; J. V. Oster- 
hoot. Rhode Island: W. F. Harper, 
California; R. E. Manning, Illinois; W. 
H. Swallow, Pennsylvania; Roy Pal- 


ashington. ochester, 


Place of Meeting—L. Cc. 
Pennsylvania; George W. Quick. Mas- 
sachusetts: E. H. E. Jameson, Michi- 
gan; C. R. Stark, Rhode Island; 
George Brooks, Massachusetts: I. N. 
Clark, Missouri; Calvin Esterley, Cali- 
fornia; Thomas Cross, New Jersey. 

Committee on Finances—E. M. 
Thresher, Ohio; Samuel A. True, 
Maine; J. G. Brown, Massachusetts; 
B. F. Arnold, Rhode Island: Harry 
Hopper, Pennsylvania: Edward Good- 
man, Illinois; M. D. Healy, New York; 
Whittemore, Maine; E. P. Vining, 
California; James Failing, Oregon. 

Committee on Nominations—Henry 
M. King, Rhode Island: W. G. Part- 
ridge, Ohio; B. Illsley, Maine: G. 
H. Hubbard, New Jersey: R. B. 
Tozer,. Vermont: K. J. Mair, Wash- 
ington, D. P. M. Howell, Oregon; 
P. §. Roberts, Massachusetts: A. J. 
Griesmer, New Jersey: B. F. Kesler 
Nevada;.E. B. Hurlbert, Illinois; E. 
R. Pope, Minnesota: N. Steelman 
Utah; . A. Staunton, Pennsylvania: 
S. P. Hawkins, California; BE. 
Rasling, Washington, 

At the afternoon session, several re- 
turned missionaries told the delegates 
to the anniversaries of the work in 
their respective flelds. Rev. Ola Han- 
son described mission work in Bur- 
mah. Rev. F. P. Haggard of Assam 
recounted his experiences during six 
years among the flerce Nagas. Rev. 
Alfred Fuller, son of President Fuller 
of the Missionary Union, corroborated 
all that had been said concerning the 
work in India, and spoke of some of 
the details of his work among. the 


Telugas. 
pastor of the Roger Wil- 
R 


Barnes, 


Dr. King, 
liams Church of Providence, 
filled the place assigned to him on the 
an address upon the 
all o to increased 
in Christian missions. 

Dr. McMichael, a room-mate of 


John Cloud of Burmah, followed with 
a few reminiscences of his room- 


mate, story of Dr. Cloud’s 
conversion and consecratio 
work, 
e following were elected o 
the American Baptist 
on: 

President, Hon, Robert 
Massachusetts: vice-presidents, at 
Chester W. Kingsley, Massachusetts, 
and Hon. K. P. Porter, Pennsylvania» 
recording secretary, E. M. Poteat, Dd 
D.. Pennsylvania. 

Board ‘of managers, class 8 term ex- 
pires 1902: 

Ministers—W. T. Scott, D.D., Frank- 
lin, Ind.; H. M. King, D.D., Provi- 
dence, R. I.; E .A. Woods, D-D., San 
Francisco; George G. Lorimer, DvD.,, 


“The troops are there simply to pre-. 


followed with an interesting account. 


for the year to have been 649,757. « It» 
also showed that the one Christians 


100,18; Sunday-school membership, 34,-. 


bers of churches and chapels, 977. The | 


Committee on Arrangements—E. A. 


medical adviser 


Philadelphia; Wayland Poyt, D.D., 
Philadelphia; John Humphreys, D.D., 
Brooklyn, N. Y.; B. L. Whitman, LL. 
D., Washington, D. C.; Edward Judson, 
D.D., New York; Rev. C. H. Hobart, 
Oakland, Cal.; W. P. Walker, D.D,, 
Huntington, W. Va.: J. 8S. Holmes, D. 
D., Terre Haute, Ind. 

Laymen—P,. Bonney, Por land, Me.; 
W. W. Keen, M.D., Philadelphia: A. 


J. Fox, Detroit, Mich.: Marshall H. 
Cutting, Brooklym, N. Y.: W. A. 
Stevens, LL.D., Rochester, N. Y.; B. 


G. Jacobs, Chiéago. 

Women—Mrs. Horace A. Noble, Buf- 
falo; Mrs. Caleb Van Huhn, Detroit. 
Mich.; Mrs. William H. Spencer, Maine: 
Mrs. E. W, Buchnell, Philadelphia: 
Mrs.'J. K. Stickney, Washington, D. C 

Class 2, term expires 1901—T. KE. 
Hughes, Minneapolis, Minn., to fill the 
vacaney caused by Hon. George A. 
Pillsbury’s death. 

This evening, Rev. Dr. George C., 
Lorimer of Boston addressed the dele- 
gates upon “The Golden State, or the 
Economies of Missions.” 


CAPT. SEWALL ARRESTED. 


Accused of Complicity in the Kill- 
ing of a Sailor. 
[ASSOCIATED PRESS DAY REPORT. } 

SAN FRANCISCO, May 29.—The 
Bulletin prints a story from Hongkong 
that Capt. Sewall, nephew of the fa- 
mous Sewalls, ship-builders and politi- 
cians, was arrested at the settlement 
for alleged complicity in the killing of 
a negro sailor of the American ship 
Benjamin Sewall, which is commanded 
by Sewall. The first officer of the ves- 
sel was also taken into custody. 

The Hongkong papers made little 
mention of the matter, and were con- 
tented to. allow readers to be satisfied 
with a bare statement to the effect 
that on the 26th of April the master 
and mate of the Sewall were 4rrested 
for causing the death of the saflor. 
whose -body had been found neat 
Sarkies’s Hotel. The accused were re- 
leased on bail. The Benjamin Sewall 
arrived at Hongkong from Moulmein 
on the 14th. The arrest is said to have 
occurred on the 26th of April. 


LOWER CALIFORNIA GOLD. 


Ensenada People Flocking to New 
Diggings—Passenger’s Story. 
LASSOCIATED PRESS NIGHT REPORT. ] 
SAN FRANCISCO, May 29.—A report 
from Guaymas and way ports states 
that when passengers left Ensenada 
the place was in a ferment over the 
new gold discoveries in Lower Califor- 
nia. It was impossible to get teams for 
hauling Ensenada people, and the 
Yborra gold mine was compelled to 
close down in consequence of all the 
miners having deserted and emigrated 
to thé*new diggings. 
F. Andonaegui, a passenger on the 
Curacao, says:* most authentic 
reports which have come from the 
placers say that the .yield averages 
from half an ounce to two ounces a 
day. The stuff is said to be about 900 
fine. The day we left Ensenada the 
Carlos Pacheco sailed with sixty men 
for the new diggings. The placers are 
three miles long by a mile in width. 
The only water at hand is a small hole 
called Coyote Springs. There is good 


water and plenty of it eight miles 
away.” 


J. W. MITCHELL’S ESTATE. 


He Used to Be a Teamster, but Left 
Some Land. 
[ASSOCIATED PRESS NIGHT REPORT. ] 


_ MODBDSTO, May 29.—Confirmation of 
the sale of the property of the late J. 
W. Mitchell was made today. This is 
one of the largest land deals: ever 
made in the,county. The first appraise- 
ment, of the estate was $1,250,000, and 
Some of the land was sold. A later 
appraisement of the land was $507,000, 
and a stock company of Merced county 
people under the name. of the Fin de 
Siecle Investment Company bid $460,- 
000 for the 105,000 acres still remaining 
of the estate. The proceedings today 
was for confirmation of the sale bv 
the executors, G. §. Bloss and F. H. 
Geer, husbands of two of the deceased 
daughters. The former proceedings the 
attorneys obejeted to. : 

‘The land sold is in Stanislaus, Mer- 
ced, Madera and Fresno counties. 
Mitchell was in early days a team- 
ster between Stockton and the mines 
in Tuolumne county, but all of his 
savings were put in land, and at the 
time. of his death he was the wealthiest 
man in Stanislaus county. 


DEALT IN BIG FIGURES. 
Case of the Spreckelses and R. A. 

Graham Reported Settled. 

[ASSOCIATED PRESS NIGHT REPORT. ] 

SAN FRANCISCO, May 29.—The 
case of John D. Spreckels & Bros. Co. 
against R. A. Graham is said to have 
been compromised for $500,000, which is 
within $25,000 of the amount of the 
note upon which Graham was sued. 

The note was secured by 100,000 
shares of the Coos Bay and Eastern 
Railway. Graham brought a counter- 
claim for $750,000 damages because, as 
‘alleged, the Beaver Hill Coal Com- 
pany had stopped work, rendering his 
railroad valueless. Later, Graham was 
sued for $200,000 on a charge of embez- 
zlement by the Beaver Hill Coal Com- 
pany, and other suits were brought 
against him in Oregon. 

All of the suits will be withdrawn by 
the payment of the promissory note, 
and it is probable that by the terme of 
this compromise the Beavel Hill Coal 
mine will pass into Graham’s hands. 
=e will be given an option on the prop- 
erty. 


ALASKA TRANSPORTATION. 


Officers of an English Company En 
Route North. 
[A. EARLY MORNING REPORT. 

TACOMA (Wash.,) May 29.—J. E. 
Gurling, president of the Alaska-Yukon 
River Transportation Company, has 
arrived from London and will go north 
to look after that company’s interest. 
With him are Engineer Blair of London 
and Mr. Hubbard of Chicago, the com- 
pany’s attorney. 

Gurling proposes to save 700 miles of 
water transportation between St. 
Michael and Nulato, by building seven- 
ty-five miles of railroad from a point 
on North Sound near the mouth of the 
Unalaklik, to the Yukon River, about 
forty-five miles from Nuato. Part of 
the route was located and the balance 
surveyed last year. As the route lies 
within the 100-miles military reserva- 
tion around St. Michael, right-of-way 
must be obtained from Congress. 


MISS MURPHY’S ESTATE. 


Litigation Brought to a Close by 
Compromise—Will Be Divided. 
[ASSOCIATED VRESS DAY REPORT.] 

SAN FRANCISCO,. May 29.—The es- 
tate of Miss Isabella Mary Marget 
Murphy, valued at $500,000, is soon to 
be distributed, all litigation concerning 
the property having been brought to 
a close by a compromise of the claims 
of the various heirs. Miss Murphy, 
who was a daughter of the late Daniel 
T. Murphy, a wealthy dry goods mer- 
Past, died in London, leaving three 
wills. 

The first divided her property equally 
between her two sisters, Mrs. Vincent 
Dominguez, whose husband is connected 
with the Argentine legation in Paris, 
and the Countess Le Gonidec. A gec- 
ond testament gave one-half her ;- 
tate to Father Smullen, and the 
provided that it all should go to Father 
Smullen, who was her religious and 


th 


Mass.; E. M. Poteat, D.D., | 


During litigation of the heirs, 


third: 


Smullen renounced all his claims, and 
an agreement has now been reached 
by which Mme. Dominguez and 
Countess Le Gonidec are to take 
thirteen-twenty-fourths of the estate, 
Share and share alike, while eleven- 
twenty-fourths of the property will be 
distributed among other relatives, in- 
cluding Lady Anna T. Wolseley, a sis- 
ter of the testatrix. Congressman Met- 
calf is executor of the estate. 


THAT EIGHT-HOUR LAW. 


It Does not Apply to Direct Em- 
ployment of Labor. 
[ASSOCIATED PRESS NIGHT REPORT.] 
“OAKLAND, May 29.—Superior Judge 
Green of Alameda today decided that 
the eight-hour law of the State applied 
only to contracts entered into by the 
State and municipal authorities, and 
not to the direct employment of labor. 
This decision was made in the action 
begun by City Clerk Lambourne of 
Alameda City against City Trustees 
Alex MacKie and W. F. Schulte to 
have them removed from office for hav- 
ing violated the eight-hour law. The 
trouble was caused by the fact that 
Alameda City owns its own electric- 
light works, where the men worked. 
Judge Green refused to issue a cita- 
tion, upon the ground that in this case 
there was no contract, only direct em- 
ployment, and consequently the law 

does not hold. 


STREET ASSESSMENTS. 


Decision Knocking Out Vrooman 
Act on Certain Points, 
[ASSOCIATED PRESS NIGHT REPORT.,] 
SANTA ROSA, May 29.—Judge Bur- 
nett handed down an opinion this aft- 
ernoon in the action of the Platinum 
Paving Company against James Sing- 
ley, in which the court decides the 
Vrooman act of 1885, entitled “An act 
to provide for work upon streets, etc.,”’ 
to-the extent that it seeks to impose 
upon the property of an individual an 
assessment to pay the expense of a 
public improvement, without regard to 
special benefits to said property and 
independent judicial determination of 

such benefit, is void. 

The action was brought to foreclose a 
lien for street assessment in Petaluma 
county. 


THE STEEL ESTATE. 


Supreme Court Affirms the Judg- 
ment of the Lower Court. 
[ASSOCIATED PRESS NIGHT REPORT.] 


SAN FRANOISCO, May 29.—The Su- 
preme Court today handed down an 
opinion in the case of the estate of 
Charles A. Steele, deceased, of Los An- 
geles, affirming the judgment and or- 
der of the lower court. 

W. M. Charles and Idella D. Steele, 
children of the deceased, applied to 
the Superior Court for an order of 
distribution of a portion of the prop- 
erty, which was denied. It was from 
this denial that the appeal was taken. 
They contested that the will of their 
father purports to vest the estate in 
trustees for the benefit of the widow 
and certain other children, and that the 
trust is void under the statutes of the 
Civil Code against perplexities. The. 
Supreme justices did not take this view 
of the will, and the appeal was denied. 


RETAIN PRESIDENT KELLOGG. 


University Trustees Will not Re- 
lease Him Until July. 
[ASSOCIATED PRESS DAY REVORT.] 


SAN FRANCISCO, May 29.—At a 
special meeting of the board of re- 
gents of the State University held to- 
day, the matter of the selection of a 
successor to President Martin Kellogg 
went over for another month, the 
board voting unanimously to retain Mr. 
Kellogg until the end of the fiscal 
year. This was done in order to fa- 
cilitate the payment of demands 
against the University, President Kel- 
logg being empowererd to sign all 
checks until the expiration of his 
term. 

A motion granting future presidents 
of the university power to sign checks 
in payment of demands against the 
institution was passed unanimously. 


PARIS EXPOSITION BOARD. 


Commissioners Elect E. W. Runyon 
President and Gaskill Secretary. 
[ASSOCIATED PRESS NIGHT REPORT.] 
SAN FRANCISCO May 29.—The State 

Board of Commissioners to the Paris 

Exposition organized today by the Se- 

lection of E. W. Runyon of Red Bluff 

as president and Varney Gaskill of 

Oakland as secretary. It was decided 

that President Runyon should go to 

Chicago for the purpose of conferring 

for space with Mr. Peck. The com- 

mission has opened permanent head- 
quarters in this city. 


Fallbrook Water Co. Incorporates. 


FALLBROOK, May 29.—The Fall- 
brook Water Company has been in- 
corporated with a capital stock of $400,- 
000. divided into 10,000 shares of $40 
each. This company is incorporated 
to secure water from the proposed 
Pauba reservoir to be built by George 
Shaffey and associates, to irrigate 10,- 
000 acres of choice fruit land free from 
damaging frost in this vicinity in ad- 
dition to 15,000 acres on the Pauba and 
Temecula ranches. The directors are 
F. M. French of Los Angeles, E. P. 
Fallis, Rev. William Pittenger, W. S. 
Hargraves and Zenas Freeman of this 
place. An attempt is being made to 
have these works constructed in time 
to have the water here ready for de- 
livery next season. 


Struck a Volcanic Upheaval, 


SAN FRANCISCO, May 29.—An in- 
vestigation into the loss of the steam- 
ship Starbuck of the Pacific Mail Line, 
which went on the rocks off the shore 
of Nicaragua about four months ago, 
has been begun by the United States 
local inspectors of hulls and boilers. 
Capt. C. J. Brugulere, master of the 
ill-fated vessel, testified that there 
wes no charted rock within a mile of 
the reef on which she struck, and that 
he was holding the usual course of 
steamers plying between Panama and 
Acapulco. He told how the vessel was 
beached and the passengers and crew 
landed. It is intimated that the reef 
which caused the disaster was a recent 
voleanic upheaval. 


House Burned and Looted, 


OAKLAND, May 29.—During the 
progress of a fire which partly de- 
stroyed the fine residence of William 
Cc. Price in East Oakland, thieves en- 
tered and looted the building. Among 
other things, they carried off a case 
filled with gold nuggets, arid other val- 
uable minerals from the premises. 
After the fire small nuggets worth 
about $1000 were picked up on the lawn. 
The value of the missing specimens is 
nearly $3000. 


Rice King and Dunham. 


SAN JOSE, May 29.—The Sheriff's 
office received a telegram this :fter- 
noon from Lampasas, Tex., asking if 
James C. Dunham is wanted nere. As 
he is the fugitive slayer of the Mc- 
Glinecy family, an answer was sent say- 
ing that he is much wanted. The tele- 
gram is signed by one Rice King. No 
other facts are known. 


Abraham is not Dead. 


OAKLAND, May 29.—R. A. Abraham, 
who has been declared legally dead, 
and upon whose estate the Public Ad- 
ministrator has been granted letters of 
administration, has appeared to claim 
his own. For over eighteen years he 
has been missing. He says that while 


in Columbus, Nev., he made a deposit 


being Visalia. 


in the bank there, but afterward drew 
out the amount, but has since lived in 
the mining counties of this State. He 
was unaware of the fact that a large 
amount of interest was due him. 


Pioneer Dies on a Train. 


SAN FRANCISCO, May 29.—James 
D, Fremery, a prominent pioneer citi- 
zen of California, died Sunday evening 
of heart disease on a train at La Junta, 
Colo. He was 73 years old. He was one 
of the founders of the San Francisco 
Savings Union, was Consthl fot the 
Netherlands for many years, and was 
interested in many business enterprises. 


Secret Service Changes. 


SAN FRANCISCO, May 29.—George 
W. Hazen today assumed charge of the 
Secret Service division of California. 
Special Agent Brown has been as- 
signed to a new sub-district comprising 
that portion of the State south of 
Tehachapi, with headquarters at Los 
Angeles. 


Woodchopper Found Hanging. 

REDDING, May 29.—A woodchopper, 
name unknown, was found hanging to 
the limb of a tree on the Johnson ranch 
in Happy Valley, six miles from this 
place, this morning. He had been ~--4 
since midnight. It is believed the man 
had adjusted the rope himself. The de- 
ceased was a Swede, 50 years old. 


Development of Oil Lants. 


VISALIA, May 29.—Articles of in- 
corporation of the Visalia Oil Company 
were filed with the clerk of Tulare 
county today. The capital stock is 
$500,000, the princpal place of business 
_The company proposes 
to buy and develop oil lands in Fresno, 
Kern and Kings counties. 


Fraser River Rising Rapidly. 


VAN COUVER, May 29,—Fraser. 
River is rising rapidly. From the point 
as far as Quesnelle, a big rise is re- 
ported. Settlers are becoming alarmed. 
Should warm weather set in within the 
oo two weeks, great damage will be 

one. 


Russian Ambaxssador’s Thought. 


VANCOUVER (B. C.,) May 29.— 
Baron Keetteler, Roman Ambassador 
at Peking, sailed for China today on 
the Empress of India. He thinks that 
the disputes over foreign concessions 
will be amicably adjusted before long. 


Wanted to Be Killed. 


OAKLAND, May 29. — Miss Mary 
Campbell, a stenographer, threw her- 
self in front of a local train today, but 
was dragged from the track uninjured. 
She is suffering from dementia as a re- 
sult of overwork. 


OHIO’S CONVENTION. 


POLITICAL WISEACRES HOLD IT 
TO BE EVENTFUL. 


Thies is the Year for a New Deal 
from Governor Down—The Presi- 
dent and Senator Hanna Natur- 
ally Interested—Big Number of 
Office-seekers. 


[ASSOCIATED TRESS DAY PRPORT.] 


CINCINNATI, May 29.—The Repub- 
lican State Convention at Columbus 
this week, promises to be an extraordi- 
nary political event, not because of the 
factional fighting alone, but because of 
its effect on the Presidential election 
next year in the President’s State. It 
has been ten years’ since the Re- 
publicans of Ohio lost a State ticket. 
As most of the State officers, including 
Governor, are elected for two years 
and accorded a second term, there is 
a new deal once in four years. This 
is the year for a new deal from Gov- 
ernor down the minor State offi- 
cials. And it so happens that the full 
new State tickets are nominated the 
year preceding Presidential campaigns. 

As the new State administration will 
have all the machinery in its control 
next year, when delegates ta the Na- 
tiona] Republican Convention are to be 
selected, the President, Senator Hanna 
and others are considered interested 
parties in the present contest at. the 
State capital. Members of Congress 
are also interested, as the Legislature 
that is elected with a full State 
ticket next November, will «have the 
apportionment of the State under the 
census of 1900 districts for Gon.- 
gress purposes, as well as for leg. 
islative and other purposes. 

As all the counties have indorsed the 
national administration, and all the 
candidates for Governor and other of- 
fices claim to be strongly in favor of 
the renomination of President McKin- 
ley, there is no doubt whatever about 
the convention adopting strong resolu- 
tions in favor of renominating Presi- 
dent McKinley, but the chief of the 
Ohio delegation that will be sent to 
the convention next year may depend 
somewhat on the make-up of the State 
ticket and the State Central Commit- 
tee, as the Kurtz-Bushnell-McKisson 
element want to secure control now 
with a view to preventing Senator 
Hanna from being one of the Ohio dele- 
gates-at-large next year. 

In addition to the advantages to be 
secured now for the Presidential year, 
there is an unusual number of candi- 
dates for the State offices and for the 


power that goes with them and with a 
The two leading can-_ 


new Legislature. 
didates for Governor are Judge George 
Nash and Hon. Harry M. Daugherty, 
both friends of President McKinley, 
and the former a friend of Senator 
Hanna also. The third in the race is 
Lieut.-Gov. Asa W. Jones. Among the 
gubernatorial candidates are Albert 
Douglass of Chillicothe, Frank A. Dur- 
ban of Zanesville, L. "‘W. Hull of San- 
dusky, W. P. Orr of Piqua, M. L. 
Sayer of Wooster and other local fa- 
vorites. 


IN EXCELLENT CONDITION. 


American Congregational Associa- 
tion Directors So Report Affairs. 
[ASSOCIATED PRESS NIGHT REPORT.] 
BOSTON, May 29.—The annual meet- 

ing of the American Congregational 
Association was held here today. The 
report of the directors showed that the 
association was in an excellent condi- 
tion. The Congregational House has 
been completed at the expense of $630,- 
000. This has been paid with the ex- 
ception of $250,000, and it is expected 
that $50,000 of the amount will be wiped 
out soon. The rentals were reported to 
be satisfactory and the income suffi- 
cient to net a surplus. There is a bal- 
ance in the bank of $4655. 

Samuel Johnson of Boston was 
elected president; Charles S. Burr, Au- 
burndale, and E. W. Blatchford, Chi- 
cago, vice-presidents; Augustus §&. 
Livett, Brooklyn, treasurer; Rev. 
Joseph Coit, Winchester, corresponding 
and recording secretary. 


“Monkey Business’? Killed Him. 


CLARINDA (lowa,) May 29.—Frank 
Foht of Osborn, lowa, is dead from the 
alleged effects of initiation into a Mod- 
ern Woodman’s lodge at Osborn on May 
18. The members, it is said, were us- 
ing a shank-board with blank cart- 
ridges attached. The board was turned 


the wrong way and a cartridge ex-. 


ploded, the shell entering Foht’s leg. 


Torpedo Boat Dahlgren Launched, 

BATH (Me.,) May 29.—The torpedo- 
boat Dahlgren was launched at the 
Bath Iron Works this afternoon. Three 


unsuccessful attempts were made 


vious to this time to get the vessel off 


the ways. 


DECORATION DAY 


May 30, 1899. 


CLOSED 


107-109 North Spring St. 


alteration. 


NOTICE 


Our store will close at one o’clock today 


So we hope to see you this morning. Our 
suits are bound to fit without making any 
You can buy one this morning 
and wear it this p.m. 


Suits $10.00 to $25.00 for stylish Men 


MULLEN, BLUETT & CO. 


N. W. Corner First and Spring Streets 


Cutlery. 


Carving Sets, Razors, Pocket and Hunting Knives, 
Shears, Scissors. Kitchen Knives, etc, Lowest prices, 


EDWIN OLSHAUSEN, 450 S. Spring St., near Fifth. 


The [Slayhouses 


LOS ANGELES THEATER. Gou- 
nod’s immortal masterpiece, ‘‘Faust,”’ 
was the opera chosen last night to 


‘open the last week of the Italian grand 


opera season, and its presentation was 
a striking artistic success. Bada- 
racco was heard quite at his best in the 
role of Faust, which he sang delight- 
fully. “fis votee Trapraly recovering 
its resonance and power, and only a 
few of his high tones last night showed 
any trace of huskiness. The transition 
from the enfeebled age to vigorous 
youth in the transformation scene in 
the first act was especially well por- 
trayed in the joyous outburst of song 
with which Faust cast off the weight 
of his years. The “salve dimora casta 
e pura” was full of passionate feeling, 
and its interpretation was quite the 
best thing Baddracco has done as yet. 


Sostegni’s conception of the role of] 


Marguerite should go far toward win- 
ning fame for the young soprano. It 
was in the garden scene that she gave 
the most deliciously naive and piquant 
portrayal of the character of this inno- 
cent and unfortunate heroine. She 
was as simple and delicate as a spring 
blossom; the daintiest possible touch 
of light-hearted coquetry gave a little 
high light that strengthened the effect 
of the full tide of feeling at the close, 
and made the impending tragedy all 
the darker. The jewel song, while a 
brilliant bit of colorature, Was sung 
with a naiveté which made it seem 
simply a ripple of girlish happines; 
In the latter part of the opera, the 
youth and imexperience of Sostegni 
were shown in her lack of repose. Her 
singing was as beautiful as ever, but 
her acting was somewhat crude and 
stagy. 


Travaglini’s rich, powerful basso was. 


admirably svfited to the music of 
Mephisto, and he sang the past satis- 
factorily. He was a jolly, good-natured 
sort of a devil, conspicuously lacking 
in the sardonic qualities usually at- 
tributed to Faust’s evil genius, but his 
voice left nothing to be desired. Buga- 
melli, as Valentine, was also in espe- 
cially good voice, and the arias sung 
by him were among the best numbers 
in the opera. Signorina Uberto made a 
pretty little Siebel, as aggressively 
feminine as most Siebels, and her sing- 
ing of the flower song was very dainty 
and graceful. Signorina Marquetti, 
true to her character of supporter-in- 
ordinary to the prima donna, appeared 
in the role of Dame Marta. 

Tonight the Lambardi company will 
introduce a charming singer and actress 
for the first time in America. Signorina 
Zelma Polettini will sing the role of 


Leonora in Donizetti’s famous opera, | 


“La Fevorita.”’ This well-known 
opera is adapted from the French 
drama “Le Comte de Commingues,”’ 
with the scene laid in and about the 
Convent of St. James, 


Spain, and the islands of ‘St. Leon. 


| 


ered her favorite role. 
will also be given to hear Badaracco, 
as Fernando. Signorina Ernestina 
Uberto will appear as Ines, fother of 
Leonora. The entire cast is as follows: 
Alfonso, King of Castile..... Sig. P. Bugamelli 
Leonora de Guzman.Signorina Zelma Polettini 

Fernando, a young 
Sig. Juan Badaracco 

Ines, mother of 
Signorina Ernestina Uberto 

Bafiassare, superior of the Convent of St. 
Sig. Vincenso Fornari 


An opportunity 


ORPHEUM. An audience that en- 
croached upon the standing room gave 
the performers a welcome at this 
theater last night... The show opens 
With that prince of the eagle eye and 
the steady nerve, John Le Clair, 
his great juggling feats, and closes 
with a bewildering succession of turns 
on the triple horizontal bars by & 


team of newcomers, Zazell and Vernon, 


who are not only good acrobats, but 
are also comedians of no mean order. 
Their pantomime is ludicrous, without 
being silly, as is too often the case 
with acrobatic pantomimics, and their 
burlesque boxing bout ends the even- 
ing’s performance with a climax like 
the stinger at the end of an epigram. 

Those excellent artists, the De Pas- 
qualis, began a return engagement last 
night, presenting selections from Mas- 
cagni’s brilliant opera, “Cavalleria 
Rusticana,”’ with great effect. Sefior 
de Pasquali’s singing of the drinking 
song from that opera was a spirited 
effort, and the duet between Turiddu 
and Santuzza was finely rendered. 

Hanley and Jarvis are new arrivals, 
who caught on the moment they re- 
frained from singing. Their jokes, 
badinage, persifiage, etc., etc., ete, ig 
rattled off with great vim and spirit, 
earning for these performers the most 
enthusiastic recall of the night. 

The Hawthorne sisters present in cos- 
tume “I Love You,” the song they 
opened with last week; and a second 
number in a military dress, offering for 
their finale a musical skit by Leslie 
Stewart, entitled “The Lily of La- 
guna,.”’ which was richly costumed and 
given with characteristic dash and 
abandon heretofore developed by these 
clever artists. 


Edna Aug is another of the new- 
comers, . a «singing soubrette, who 
mimics Anna Held and simulates the 
coon singer and the tough girl with 
considerable ability, barring the lack 
of a singing voice. Could this little 
woman sing as well as she otherwise 
presents her specialty, it would be a 
strong turn. Hugh Stanton and 


Florence Modena, in their bright little 
comedietta, “For Reform,” and James 
Richmond Glenroy with some new 
parodies and a string of nonsense which 


appeals to the risabilities, completes 
the programme. 
Relief for Peary. 
ST. JOHN (N. B.,) May 29.-—Th » 


mealing steamer Diana. whic *» 
chartered to convey relief to the ex- 
ploring expedition under tuicut. 

during the coming summer, will leave 


for the north about July 15, proceed- 
ing to Whale Sound, where it is ex- 
pected she will communicate with 
Lieut. Peary’s ship, the Windward, 


Compostella, | which has passed the winter in Arctic 


regions. If 


character of Leonora, which is consid- turn here about September 16./ 


the apbjects of the relief 
The new contralto will appear in the party are succet hui, the Say re- 


NEVER 


CURED. 


§. S. §. is a Great Biessing to 


Old People. It Gives Them 
New Blood and Life, 


the remedy which 


for twenty years. 
addition. 


een years 
my skin. 


sixty-six, was a 
to be well again. 


old people, because it is the only one 
free from potash, mercury, arsenic 
minerals. 
‘in it. 


Eczema terribly on one of my legs. 
doctor said that on account of my age, I would never be 
well again. I took a dozen bottles of 8S. S. S. and it wured me 
completely, and I am happy to say that 
I feel as well as l ever 
Mr. J. W. Loving, of Colquitt, Ga., says: 
I suffered tortures from a fiery eruption on 
I tried almost every known remedy, the 
failed one by one, and I was told that my age, which is 
gainst me, and that I could never hope 
I finally took S. S. 8., and it cl 
my blood thoroughly, and now IL am in perfect health.” 


Ss. S. S. FOR THE BLOOD 


| medy which can build up and strengthen 
which is guaranteed 
and other damaging - 

t is made from roots and herbs, and has no chemicals whatever 
S S 8. cures the worst cases of Scrofula, Cancer, 


Age does not necessarily mean 


feebleness and ill healt and 
nearly all of the sickness among 


older people can be avoided. Most elderly 
people are very susceptible to illness, 
but it is wholly 
ing their blood pure they can fortify 
so as to egcape ent 
from which they suffer so generally. S.5S.5S. is 
will keep their systems young, by purifying the blood, 
thoroughly removing all waste accumulations, and impart- 
ing new strength and life to the whole body. 
the appetite, builds up the energies, and sends new life- 
giving blood throughou 
Mrs. Sarah Pike. 477 Broadway, South Boston, writes: 
‘‘l am seventy years old, and had not enjoyed good health 


By keep- 
themselves 
three-fourths of the ailments 


It increases 


the entire system 


I was sick in different ways, ne” 
18 


in my life.” 
‘* For eight- 


t they 


nsed 


Eczema, Rheumatism, 


Tetter, Open Sores, Chronic Ulcers, Boils, or any other disease of the blood. 


5 OR. 


" 


will be sent free by Swift Specific Co., Atlanta, Ge 
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PORTING RECORD, 


SLOAN'S HOT MOUNT. 


WILL RIDE HOLOCAUSTE IN THE 
ENGLISH DERBY. 


The American Jockey Thinks He 
Can Get More Out of the French 
Colt Than Appeared at Long- 
champs Sunday. 


Fod Says He May not Win, but He 
Will Be Next Best in the 
Great Race to Be Run 
Wednesday. 


fold Weather at Gravesend—iInter- 
~~ “eollegiate Events—Latonta and 
Other Races—Baseball. 


[ASSOCIATED PRESS NIGHT REPORTA 
LONDON. May 29.—[By Atlantic Ca- 
ble.] In conversation with a represen- 


tative of the Associated Tress, Tod 
Sloan said: 
“T have a surprise for you. Tt have 


just arranged to ride Holocauste for the 
Derby Wednesday. While Flying Kox 
will undoubtedly be hard io beat, I am 
satisfied something better can te got 
out of the Frenchman than war Ge- 
veloped yesterday. He may not win 
-the race, but he will be next rest, 
and I propose to give him the best ef- 
fort. 

“Holocauste arrived safely today, and 
I go to Epsom in the morning to see 
him. If 1 do not secure a place, I shall 
be greatly disappointed.” 

Holocauste is a gray colt. by Lesan- 
chy, out of Bougie, and is the rrop- 
erty of J. de Bremnod. He finished 
third in the Grand Prix at Longchamps 
yesterday. 


JOHN L.’S ADVICE. 
Tells Jeffri 


es How to Beat the “Red. 
headed Guy.’’ 
(BY DINECT WIRE TC THE TIMES.] 

NEW YORK, May 29.—[Exclusive 
Dispatch.] There was a rush of Jef- 
fries money in the betting on the great 
pugilistic battle of June 9, today, and 
it seems certain that odds will be 
shortened. The haste to get down on 
the fight at the prevailing odds was 
the result of a generally-spread tip 
that Jeffries would be at even money 
by the end of this week. Reports from 
Asbury Park tended to give color to 
the story. Jeffries is in superb condi- 
tion and full of confidence. John L. 
Sullivan, now touring Canada with a 
theatrical company, has written a 
characteristic letter to Billy Delaney. 
He says In part: 

“Now, Billy, what I want to say is, 
to have Jeff keep on top of that Kanga- 
roo from start to finish. He has never 
had a chance at him in that manner; 
but, still, at the same time, have Jeff- 
ries watch himself closely and leave no 
opening for his stomach or kidneys. 
Give that redheaded guy no chance for] 
any solar plexus, which is all balder- 
dash and a new name for a punch in 
the pit ‘of the stomach. Now, pay 
strict attention to what I am writing 
you. I want Jim Jeffries to beat that 
fellow, and he can do it, sure. I only 
wish I could be there to second him, 
along with you, but I cannot, but my 
prayers are with you and Jeff. 

“When Jeff gets in a good soak at 
him never let him stop until he finishes 
there and then, no matter if it is in 
the first or last round. For God's sake 
keep this in mind. Tell him how I 
used to do it in my palmy days. Keep 
him in good spirits, and encourage him 
all through his work. It will be only 
play for him when it is all over, and 
every American will be proud to say 
we have an American champion once 


more. Do not overlook this letter of 
instructions. I am with you heart and 
soul.” 


Mrs. Robert Fitzsimmons wants to 
go to the fight and be near her husband 
during the battle, but the club will 
probably decline to admit her. 

The club has decided to adopt the old 
plan of the California Athletic Club, 
and have two automate clocks over 
the ring. They wlll be set in motion 
when a man goes down. This is part 
of the plan to keep the seconds of the 
two fighters under control. 


CRACKS AT ANTIOCH. 
State Shooting Association Hold- 
ing Its Annual Session. 
[ASSOCIATED PRESS NIGHT REPORT. ] 

ANTIOCH, May 29.—The State Shoot- 
ing Association is holding its annual 
session here this week. In spite of the 
high wind, many crack shots were re- 
corded today. W. Sears, H. R. Ricklefi- 
son, W. J. Golcher and A. Anderson 
made remarkably fine shooting. The 
hotels here are crowded, and many vis- 
itors are quartered in private resi- 
dences. 

The events for the day were the con- 
test for the Lincoln Club-trophy, the 
E. T. Allen cup, the Gold Dust diamond 
medal, the Garden City Gun Club tro- 
na aed and the Roos three-man team tro- 

The contest for the Lincoln Gun Club 
trophy, twenty singles, was won by 
W. H. Seaver. The E. T. Allen cup 
was won by C. A. Haight of the Olym- 
ric Club in a clean score of 20. The 
Gold Dust medal was won by Webb. 
The Garden City Gun Club trophy was 
won by Barker. The contest for the 
Roos three-man team trophy Was won 
by the Garden City Gun Club -by a 
score of 71 out of a possible 75.- 

At a meeting of the association to- 
night, Dr. George of Antioch was vre- 
elected president, J. H. Huer vice-pres- 
ident, Dr. Anderson, Dr. Archer and 
H. S&S. White also vice-presidents, and 
A. Gunsfieder secretary and treasurer. 
Fresno was selected for the next tour- 
nament, and the time for holding the 
—* was fixed for April 29 and 30, 


BOBBY DOBBS ABROAD. 


The American Deteats Jerry Dris- 
coll of Newcastle, England. 
[ASSOCIATED PRESS NIGHT REPORT. | 
LONDON, May 29.—[By Atlantic Ca- 
ble.] At the National Sporting Club this 
evening, in a boxing contest between 
Bobby Dobbs of Minneapolis and 
Jerry Driscoll of Newcastle, Eng., 
the American defeated the Englishman 
in the fourteenth round for a purse of 
£250. 


NEW RACE TRACK, 


Harness Horses to Have a Show 
San Francisco. 

{ASSOCIATED I’'RESS DAY REPORT} 
SAN FRANCISCO, May 29.—San 
Francisco is to have a new race track, 
to be devoted exclusively to harness 
horses. The Golden Gate Park Driving 
Association is back of the new affair, 
and there is a possibility that the Ad- 
miasion-day meeting of the association 
will be held over its own track. Severa) 
@ites are under consideration, and it, 


at 


‘of probably 


is proposed to build a regulation mile 
track. The Ingleside and Oakland 
courses are not adapted for harness 
sport, on account of the whaleback. 


Overnight Events. 

NEW YORK, May 29.—A strong 
breeze from the ocean made it a little 
too cool for comfort at*the Gravesend 
track today, but the attendance was 
large. The crowd was made up of 


Three favorites won. Results: 

Five furlongs: Water King won, 
a second, Premature third; time 
02%. 


Mile and Algol won, 
King Barleycorn second, Holden third; 


time 1:54. «@ 4 
Selling, fi ‘Caesarian won, 
Theory. sec Athy third; time 1:01's. 


One and one-sixteenth miles: Great 
Land won, Rhinelander second, Man- 
lius third; time 1:49%. 

Five furlongs: Sadducee won, Mon- 
ane second, Inishfree third; time 


Six furlongs: Oliver Mc won, The 
Burlington Route second, Inconnamara 
third; time 1:15%. 


+ On Latenia Track. | 


CINCINNATI, May 29.—The track 
Was in a bad condition at Latonia to- 
day. The weather was fair. 

Seven furlongs: Mizzoura won, Tolsto! 
second, Richardson third; time 1:32'2. 

Five furlongs, selling: Lady Curzon 
won, Nettie Regent second, Larxspur 
third; time 1:05. 

One mile, selling: Loyalty won, Hand 
oa second, School Girl third; time 


One mile and seventy yards: Gréat 
Bend won, Gold Fox second, Samovar 
third: time 1:49. 

Four and one-half furlongs: Honest 
Run won, John Yerkes second, Decoy 
third: time 0:59%. 

One mile, selling: Allie Belle won, 
Elkin second, Lyllos third; time 1:46%. 


At St. Louis Fair Grounds. 
ST. LOUIS, May 29.—Results at the 
fair grounds: 
One mile, selling: Eight ,Bells won, 
second, Col. Cassidy third: -t#me 


Selling, five furlongs: Miss Bramble 
won, Belle Punch second, Necxlace 
third; time 1:02%. 

Five furlongs, two-year-olds: Alice 
Turner won, Greenock second, Chick- 


amauga third: time 1:02. 
Handicap, mile and twenty yards: 
Crocket won, Found second, Fervor 


‘third: time 1:42%, 


Selling, mile and one-sixtesnth: Eddie 
Jones won, Meadow Thorpe second, 
Forget Not third: time 1:49. 

Selling, one mile: Kisme won, Osric 
II second, Air Blast third: time 1:42. 


Intercollegiate Games. 


LONDON, May 29.—It is understood 
that C. N. Jackson of Hertford Col- 
lege, Oxford, will have charge of the 
Oxford and Cambridge College athletic 
team, which will compete with the 
team representing Yale and Harvard 
here in July next. Professional train- 
ers on either side are barred. The 
Americans are invited to make their 
headquarters at Oxford on their arrival 
in England. 


Philadelphia-Cleveland. 


PHILADELPHIA, May 29.—The 
Phillies defeated Cleveland with very 
little effort today. There were no fea- 
tures. The attendance was 3355. Score: 

Cleveland, 1; hits, 5; errors, 3. 

Philadelphia, 7; hits, 14: errors, 4. 

Batteries—Hughey and Sugden; Don- 
ahue and Douglass. 

Umpires—Gaffney and Andrews. 


Munchausen’s Horse Wins. 


HAMBURG, May 29.—Baron von 
Munchausen's Spersbersbruder won the 
race for the grand prize of Hamburg 
yesterday. Its value is 100,000 marka. 
The Baron married Miss Nettie Crosby 
of Chicago a number of years ago. He 
owns some of the best horses in Ger- 
many. 


Twenty-five-round Boat. 


NEW YORK, May 29.—Jack O’Brien 
of this city defeated Martin Flaherty 
of Lowell, Mass., in a twenty-five- 
round bout before the Lenox Athletic 
ar tonight. The bout went to the 

mit. 


SPANISH BONDS. 
The Next Premium to Be’ Paid by 

Extra Taxes—Foreign Markets, 

P. EARLY MORNING REPORT.} 

NEW YORK, May 29.—The corre- 
spondent of the Times at London says: 

“The French are marvelous people, 
but even they cannot find the means 
for all the follies to which they are 
invited to subscribe. Early last week 
some papers began crumpling, and 
suddenly the Bourse found itself over- 
loaded in many directions. It has 
been so that twice it looked as though 
they would have to abandon Spanish 
bonds as a hopeless cause. 

“No one expects any government to 
admit bankruptcy squarely; but the 
Spaniard has far too much dignity to 
do anything of the sort. Indirect ad- 
mission does just as well, so the next | 
bond premium is to be paid by extra 
taxes. Worse still, in some respects 
the government has viciously kicked 
the Bank of Spain so that it may die 
of ill-usage. Spain has no commerce 
to .speak of except what foreigners 
condemn. .The Bank of. Spain ‘nas, 
therefore, levied on the government 
by the simple process of making it ad-.| 
vances as required out of an increased 
issue of notes. The security given con- 
sisted of Cuban bonds, the treasury 
notes, and 4 per cent. redeemable gov- 
ernment bond. The interest on the 
Cuban bonds has been suspended; that 
on all the other debt has been post- 
poned, and —harder treatment than 
that, if possible—the redemption draw- 


is stranded high and dry, with assets 
£35,000,000, represented 
merely by government promises to pay. 
The only consolation is that the loan 
was made on‘‘high authority.’ . 

“Both England and the United States 
paid fines for rash sales on the out- 
break of the viar Jast year. We cer- 
tainly did, and for many years past 
British bears have been periodically 
trapped and sheared by these skillful 
French financiers. They can, therefore, 
afford to lose a few millions and still 
have enough left for ‘Soupe malgré.’ 
But lose them they must, because their | 
very success in the past leaves them. 
with all the bonds and no market to 
sell upon. The Paris Bourse is cone- 
quently pretty certain to be limp and 
wabbly for some time, if does not 
actually collapse. Floating through 
the city is the word plague in Egypt, 
in Hongkong, at Marseilles, and down 
go 

“As Yegards the money market, the 
most potent influence of all, there are 
uncomfortable forebodings, but for 
later if the year; not for next week. 
It will a He week because stock- 
exchange pay day and bank balances 
hot window-dressing day are the same, 
but the Bank of England will supply 
all comers at 3 per cent., and-only bulls 
of Kangaroo shares will have to pay 
from 15 to 30 per cent. 

“The Japanese loan is out, and is 
coldly received by the market. It is 
being taken, though, and will slowly 
be monped up by investors. ; 

“Feelers:ahout the Russian loan are 
meeting scant encauragement. he 
Jews are against-it almost to a unit, 
vet » Jewish house will issue a for 
£.5.000.000 almost immediately. New 
copper companies are being hatched so 
quickly that the market may soon be- 
gin to weaken.” 


W. H. MITZEL ts cured. Hudyan. All drug- 
uth Broadway. 


gists. 50 cents. Consult Hudyap Moctere ‘ree 


overnight events, it being an off-day. | 


‘the people, not only of the 


ings on redeemable bonds have been |. 


-ruptoies in Michigan. 
-gions of the commissions, the same idea 


MERICAN GRATUITY. 


THREE HUNDRED PRIVATES AP- 
PLY FOR THEIR SHARE OF IT. 


i 


Commissioner Superintending the 
Distribution. Has a Busy Day at 
Havanae—Many Who . Brought 
Arms not on the Rolls. 


[ASSOCIATED PRESS NIGHT REPORT. |] 

HAVANA, May 29.—[By West Indian 
Cable.) Today’s events in connection 
with the payment of Cuban troops en- 
titled to apply here for a share in the 
American gratuity have effectually 
killed off the opposition to receipt of 
the bounty by privates. Three hundred 
privates arrived during the day to ap- 
ply for payment, but though the com- 
missioner superintending the distribu- 
tion here kept his office open from 10 
a.m. to 5 p.m., only 112 could be paid 
during that interval. 


the rolls at all. Ninety rifles were sur- 
rendered, most of the applicants de- 
clining to take any chances in turning 
the weapons over to the Mayor of Ha- 
vana,*evidently believing it would be 


better to give them direct to the Amer- 
icans. 


Tomorrow morning the pay-car will 
leave, carrying money, Col. Henry and 
his escort, a physician, and the -pay- 
masters. One thousand pesters were 
sent this afternoon into‘the province of 
Pinar del Rio to announce the payment. 

Gen. Pedro Delgado commanding the 
Cuban forces around Guanajay, called 
his men together today to say that they 
were disbanded and to make their guns 
over to the Americans. Thirty of the 
men refused. The thirty mounted men 
gloomily dispersed. They will have an 
opportunity to receive their shares 


later. The disbanding of the troops 
continues. 


BEEF FOR THT ARMY. 


Chicago Firm Will Supply Wants in 
Cuba and Porto Rico. 
[ASSOCIATED PRESS DAY REPORT. 

WASHINGTON, May 29.—The War 
Department is informed that the award 
of the contract for furnishing fresh 
-beef- to the army in Cuba and Porto 
Rico has been made to Swift & Co. of 
Chicago. There are nineteen posts to 
be supplied in Cuba. 

The proposals were for refrigerated 
beef and frershly-slaughtered beef, the 
latter to be cooled artificially or 
otherwise, so as to be in condition for 
use immediately upon delivery. The 
requirements are for first-class meat, 
and conform on general lines to the 
requirements for beef furnished the 
army posts in this country. The re- 
frigerated beef must be from car- 
casses dressing 600 pounds or over, 
and the freshly-slaughtered beef must 
dress not less than 400 pounds. The 
meat is to keep twenty-four hours after 
delivery, and subject at all times to 
rigid inspection. 

The War Department is not yet in- 
formed of the figures of the successful 
bid. The contract is to run during 
the year beginning July, 1899. ; 


PAYING THE CUBANS. 


Soldiers Waiting in Line to Give Up 
Their Arms—Cienfuegos News. 
[ASSOCTATED VRESS DAY REPORT.} 

HAVANA, May 29.—[{By West Indian 
Cable.? Fully one hundred men with 
rifles were in line today waiting for 
the opening of the office for the pay- 
ment of Cuban soldiers, who will give 
up -thelr arms, and there were also 
present about eight men with receipts 
for arms delivered up to the civil au- 
thorities. The majority of those with 
rifles say they have had all the fight- 
ing they want, and add that they dd 
not care who takes the arms, sc long as 
they receive their $75. 
Advices from Cienfuegos say the re- 
ports of rioting there on the puart of 
Cuban dock laborers have heen exag- 
gerated, that not over a dozen men 
were engaged, and that only cne man 
was wounded instead of one man Le- 
ing killed and seven wounded as at 
first reported. 

MEMORIAL DAY IN CUBA, 
[ASSOCIATED PRESS NIGHT REPORT.} 
SANTIAGO DE CUBA, May 29.— 
Decoration day will be elaborately ob- 
served here, notwithstanding the fact 
that there are few American soldiers 
here. Joseph Granders has arranged 
an impressive ceremony to be carried 
out over the graves of victims of the 
battle of San Juan. The graves have 
been located with considerable diffi- 
culty by Maj. Sanders, a member of 
the United States army. The Cubans 
are seriously impressed with the idea, 
—_ will probably turn out to some ex- 
ent. 


AMERICAN LUMBERMEN. 


Invited to Take Timber Limits in 
Canada and Export Logs. 
[ASSOCIATED PRESS NIGHT REPORT.] 
WASHINGTON, May 29.—Feeling it 
to be necessary, at this, stage of the 
exchanges between the United States 
and Great Britain, respecting the Ca- 
nadian boundary controversy, that the 
exact attitude of the American com- 
‘missioners should be defined and that 
United 
‘States. but also of Great Britain, might 
have an-opportunity to judge for 
themselves of the comparative recti- 


‘tude of the act, it may be said that 
American lumbermen had been invited 
claims with | 


stopped. The result is that the bank | the privilece of cutting logs and ex- 


by Canada to take ti 
porting th..n to the United States. 


The provincial government, after 


giving them this lease and taking their 


money ‘into the treasury, passed a de- 
cree prohibiting the export of such logs 
with the result of causing some bank- 
During the ses- 


of international injustice was exhibited 
in the province of British Columbia. 
This time it was the mining interests 
that were involved. The Canadians 
have held the Americans as violating 


.their laws. 


‘The Dominion government also 
seems to share peculiar principles of 
international intercourse in respect to 
the boundary of Alaska. They protested 
indignantly against any conditions 
faving the existing right of Americans 
to the country to be arbitrated. Yéars 
before the commission met, United 
States cit zens, without. any question 
‘or protes:: against their right to do so, 
had occupied the headwaters of the 
Lynn Canal, and established towns and 
settlements there. Canada had never 
asserted a claim to that region. 
Under these circumstances the 
United States commissioners thought it 
right‘to withhold such tide water set- 


States shall agree to give them Pyramid 
Harbor region, to which they 
never before asserted any rights. and 
which they had never occupied. There 
seems little prospect of adjustment of 
the’ boundary question if it is left to 
the control of the Canadians. 


Electrocution at Sing Sing. 


NEW YORK. May 
Braun was put to death by electricity 
in Sing Sing prison today for the mur- 
der of his wife. A current of 1890 
volts avas turned on at 9:17 a.m., and 
at 9:18 Braun was declared to be dead 
by the attending physicians. A gec- 
ond shock was given for ten seconds. 


| The execution was successf1], 


4 


Many who brought arms were not on 


.tlements fram the erbitrations. Now, it | 
‘seems that Canada is _ protesting 
against arbitration until the United 


29.—Adrian. 


Day Dispatches Condensed. 


A McMinnville (Tenn.) dispatch says Sun- 
ny Crain, a negro murderer confined in the 
jail, fatally injured two white prisoners, 
John and William Brown, yesterday. Crain 
attacked them while they were asleep, beat- 
ing them over the head with a bed rail. He 
yaa, finally overpowered and chained tq the 

At Hamilton, Ont., word has been received 
from the Minister of Justice that no action 
will be taken with regard to the importation 
of aliens, in view of the fact that the in- 
ternational commission last year agreed that 
the alien law to Canada shall remain in 
abeyance. Until the United States violates 
this understanding there will be no prose- 
cution in Canada. 

A St. Johns (N.F.) dispatch says that in 
the bye election just held in the Placiente 
district, Mr. Graham, a member of the op- 
Position, defeated W. J. Donnelly, Minister 
of Finance and Customs, by 25 votes. This 
will involve a rearrangement of the Cab- 
inet offices, Mr. Morine taking the Finance 

rtfolio instead of the portfolio of the 

isheries Department, which he now holds. 


Emperor Sunday at Pforsheim, Baden, at a 
dinner, in connection with the consecration 
of a church, said: “It is too little recog- 
nized how much is owed to Emperor Wil- 


tribute to others the merit of his so.e work. 
He alone, after the victories of the army, 
maintained and held aloft the idea of the 

German empire, and the German Emperor 

—_ his legacy ehould be upheld for all 
me.”’ 


Night Dispatches Condensed. 


At an extraordinary meeting of the stock- 
holders of the North German Lloyd Steamehip 
Company held in Bremen yestercay, it was 
decided to increase the capital of the com- 
pany to 8,000,000 marks. 

A general strike has been -+riaugurated ,. 
the village of Le Crueset in the Department 
of Saone et ire, France, and in nearly all 
the factories work has been euspended. ur 
thousand hands are already out. 

The Colonial College at Witzenhan, Ger- 
many, was opened yesterday in the presence 
of Duke John Albert of .Mecklenberg, and 
the chief of the Colonial Bureau, Dr. von 
Buchka. 

The Liverpool correspondent of the London 
Daily Chronicle asserts that Dr. Blyden, a 
native Liberian statesman, is empowered by 
the Liberians to demand a yrotectorate for 
Liberia, and to approach the British govern- 
ment on the subject in London. 

In the bye election for a member of the 
Reichstag just held at Straubig, Lower Ba- 
varia, Herr Eschinger, Centrist, was elected 
by a vote of 6068, defeating Herr Wieland, 
Farmers’ Alliance, who polle@ 5975 votes. 

An authoritative denial was given at Wasb- 
ington yesterday that Archbishop Keene was 
about to return m Rome to assume his 
old post es president rector of the Catholic 
University, Mgr. Conaly, the »resent rector, 
retiring to become bishop of Columbus. Arch- 
bishop Keene will arrive in the United States 
in the latter part of December, afid will work 
in conjunction with the rector. 

The Navy Department yesterday instructed 
the commander of the Norfolk navy-yard to 
accept the Reina Mercedes from the wrecking 
company. Tvo propositions regarding the 
future of the cruiser are under consideration 
at the Navy Department, one to put the ves- 
sel in thorough repair and the other to pre- 
serve her in her criginal condition, so far as 
practicable, as a souvenir of the war. 

An adjustment was reached at Washington 
yesterday of the grievances presented by the 
machinists employed at the government ar- 
senal, Rock Island, Ill., the department hold- 
ing that petitions may de presented by the 
men to their commandant individually or by 
some one or more of such employés who may 
be gseleced to represent them, Dut not by rep- 
resentations other than from the men them 
selves. 
The 
James 


reliminary trial of Mr. and Mrs. 
aunders of Port Townsend, Wash., 
charged with being responsible for the death 
of young Uelfe Saunders, was resumed at Buf- 
faio yesterday. Little or no evidence against 
the woman had been brought out and she was 
discharged. Answers to questions tended to 
show that had medical assistance been sum- 
moned, young Saunders would have had ex- 
cellent chance of recovery. 

The court of inquiry a inted to investi- 
gate the recent grtounding of the cruiser 
Raleigh at the entrance to the harbor of 
Charleston, 8. C., has reperved that the ac- 
cident was unavoidable and was due mainly 
to recent changes in’ the channel made by 
the army engineers in operations for the im- 
provement of the harbor. No further pro- 
ings, saya the court, should ba had 
against any officer or man attached to the 
U.S.S. Raleigh. 


PRESBYTERIAN REPORTS. 


Committees Decide to Take No Ac- 
tion on Two Vexed Questions. 
[ASSOCIATED PRESS NIGHT REPORT.] 


PHILADELPHIA, May 29.—The com- 
mittee having in charge the memorial 
of ihe Chicago Presbytery, asking for 
the repeal of that section of the West- 
minster confession which prohibits 
marriage with a deceased wife's sister, 
held a meeting tonight and decided not 
to make a report on the subject. This 
action of the committee will prevent a 
discussion of the subject during the 
present assembly. 

With reference to the overture as to 
the use of tobacco being inconsistent 
with the Christian profession, which 
was sent by the last assembly to the 
presbyteries, the common bills and 
overtures today reported that the vote 
was 11 to 1 in favor of no action, and 
that the vote was 8 to 4 in favor of no 
action on the question of prohibiting 
the use of tobacco by students. 


ABERCROMBIE’S MISSION. 


Reports by Wire the Sick and Desti- 
tute are Provided For. 
[ASSOCIATED PRESS. NIGHT REPORT.] 
WASHINGTON, May 29.—Assistant 
Secretary Meiklejohn today received a 
telegram dated the 17th inst., from 
Capt. Abercrombie, commanding the 
exploring expedition of the Copper 
River, stating that he has gone into 
the interior sixty miles with a four- 

horse team. 

In early May reports of disease and 
destitution were quite frequent. The 
captain has just reported by wire that 
the sick and destitute are amply pro- 
vided for, showing that he has already 
accomplished that portion of his mis- 
fion. 

Assistant Quartermaster Arrested. 

CHICAGO, May 29.—Sergt. Charles 
Campbell, an assistant quartermaster 
at Fort Sheridan, was arrested, today, 
charged with defrauding the govern- 
ment by issu'’ng “raised” receipts to 
contractors. The alleged. irregularities 
have, it is said, 
many months, and, according to Act- 


ment has lost about $40,000. ~ 


Alorla’s Cargo on Fire. 


ALGIERS, . May 29.—The Frapch 
steamer Alosia, Capt, Cost, from r- 
soillett on May , for Palermo and 
New Orleans with 233 passengers, has 


The cook of the vessel was 


on fire. 
and several passengers 


asphyxiated, 
were burned. 


Struck by a Train. 


WEST LORNE 
John Johnson, a farmer, was in- 
stantly killed; Peter, his son, fatally 
injured, and another son badly hurt by 
being struck by @ Michigan Central 
train near here yesterday. 


Million Dollars for Automobiles. 


TH BEND (Ind.,) May 29.—The 
Bros.’ Manufacturing Com- 
dany of this city today closed contracts 
for the construction of automobiles ag- 
sregating in the neighborhood of $1,- 
‘100,000, New York and Boston capital- 
ists are the parties interested in the 
deal. 


Silwer the Password. 
VILLE (Ky:,) May 29.—Silver 
, lasting t ug e res 
when the Ohio Valley Bi- 
Le ew 
of New York will 
be among the speakers.. At the Bryan 
banquet speeches will be limited to ten 
| minutes, except that of Mr. Bryan. 


SPARKS FROM THE WIRES: 


The Grand Duke of Baden, in toasting the | 


liam. Many attempts have been made to at- 


“My home is in Sidney, Ohio. 


can tell others. I 
time, and at the end of 
two years I had run into 
consumption. I coughed 
terribly, lost flesh, could 
not sleep, and became so 
dreadfully weak that I 
had to take to bed. In 
the following eighteen 
months I gradually, 
reached the last stages 
of consumption. No less 
than seven physicians 
treated me and all gave | 
me up saying I was in- 
curable. I was absolutely - 
helpless. The whole fam- 
ily wore themselves out 
caring forme. One day 
mother and sister came - 
to my bedside, and said — 
| I ha 

_sobbed the news. 

human being could-save me. 


} 


every word here printed is true.” 


prominent druggists of Sidney, Ohio. 
Remed 
funded in case Of failure. 


SALE & SON DRUG CO., 220 S. Spring St. 
J. H. TROUT, 6th and way 

OFF & VAUGHN DRUG CO., 4th & Spring Sts. 
Cc. H. LEWIS, 4th and Broadway. 

FRANK D. OWEN, 1 658 Temple St. 


oc. and $i a boule 
The following druggists supply and guarantee 
DR. ACKER’S CELEBRATED ENGLISH REMEDY. 


TUESDAY, MAY 30, 1899, 


An Astonishing But True Story 
I have been nearer death with consumption 


than any other living peer in the world, and 1 want you to read this, so you 
took a severe cold and neglected it, 


1 grew worse all the 


vy 
cr 


but a day or two more tolive. Tears rolled down their cheeks as they 
The doctors had declared I was in the last stage, and no 
I was willin 
ag) I wanted to go out and see my dearly beloved town of Sidney once more. 
hey told me such a thing was impossible—that I would surely die before I got 
back. But I insisted, and to gratify my dying wish, a carriage was fitted up 
with a bed of pillows, and to this I was carried and slowly driven around Court 
House Square. I got home more dead than alive. lam on the mercy of Provi- 
dence, someone brought a trial bottle of medicine said to 
No one imagined for an instant it was worth trying. 
graces at a straw, so I tried this medicine. I was bet 
other got more of the medicine and I took it, improving allthe time. Today I 
am as well as any reader of this paper, and the medicine that cured me was 
Acker’s English. Remedy for Consumption. 


to die, but before going to the cruel 


e aconsumption cure, 
But as a’ drowning person 
ter after taking two doses. 


I declare before God and man that 


This remarkable testimonial, on file in the office of Messrs. W. H. Hooker & Co., New York, 
proprietors of Dr. Acker’s Celebrated English Remedy, is vouched for by them, as well as by 


& positive ntee that yo 


anada. In England 1s. 


8d. and de: Ode 


ELLINGTON DRUG CO., 4th and Soring: Sts. 
DEAN’S DRUG STORE, 3rd and Main Sts. 

THOMAS DRUG CO, S$ ring and. Temple Sts. 
THE WESTMINISTER PHAR.,386 S. Main St. 


| ASBURY G. SMITH. Pasadena.Cal, 


LITTLE DOROTHY SUES. 


CREEDE’S HEIRESS CLAIMS SHE 
HAS BEEN DEFRAUDED. 


Ten Thousand Dollars of Forgotten 
Money Discovered in a Denver 
Bank and Large and Valuable 
Mining Interests are Alleged to 
Have Been Withheld. 


[BY DIRECE WIRE TO THE TIMES.] 
DENVER, May 29.—[Exclusive Dis- 
natch.] In a few days papers will be 
filed in the United States Circuit Court 
of Colorado by Dorothy Creede, through 
her mother, to gain possession of. some 
of her father’s former millions, which 
she alleges are being withheld from 
her. The child is sole heir to the 
late N. C. Creede of Amethyst mine 
fame, and founder of the town of 
Creede. 

Last week there was discovered in 
the First’ National Bank a $10,000 de- 
posit made by Creede and forgotten. 


‘It is alleged that not only is there other 


money of the dead millionaire jin Colo- 
rado. banking institutions, but that the 


child has been defrauded out of large 
and valuable mining interests, it being 


thought the Creede litigation and sud- 
den death of Nicolas -Creede would 


cast a mantle over transactions which 


two avomen and a child could hardly 
remove. The amount involved 
large, and it is said. 
will be sensational. | 
HONORING SCHLEY. 

Business Houses and Residences 

Decorated—Public Reception. 
[ASSOCIATED I’RESS DAY REPORT.} 

SALT LAKE, May 29.—Salt Lake 
continued her celebrations today in 
honor of Rear-Admiral Schley. Busi- 
ness houses and residences generally 
are decorated with the national colors, 
and wherever he appears, the hero of 
Santiago is given an ovation. 

This afternoon the admiral reviewed 
the public school children and partici- 
pated in the ceremonies of unveiling a 
Statue of Lincoln at the High School. 
Thousands of people greeted the ad- 
miral during a public reception held at 
the city and county building at noon. 


_Thig afternoon he was the guest of 
Gov, Wells and staff at the Alta Club. 


the allegations 


SOFT SOAP KILLS. 


It Was Full of Electricity When 
Frank Mc Gill Used it. 
[ASSOCIATED PRESS NIGHT REPORT. ] 
NDBW YORK, May 29.—Frank McGill 
died suddenly in the carhouse of the 
Peterson company at Paterson, N. J., 
‘last night. It was given out at the 
time that heart failure caused his 
death, but investigation today indicates 
that he died as a result of a practical 
joke, being killed by electricity. To- 


Ashfield, who were also employed at 
the carhouse, were arrested upon 
charges of manslaughter. | 

County. Physician McBride, who held 
the autopsy tonight, said the indica- 
tions.are that death was caused by 
shock, but of what nature he is not 
prepared to say until the investiga- 


ll be}- 


‘night Joseph Grant and Christopher ee 


 COVERACK (Cornwall,) 


The biggest stock of 
MUSLIN BUNTING 
and SILK U. S. and 
Foreign Flags in Los 


Angeles, 
Main sos Wm. H. Hoeges st. 


tion ts more complete. Grant admits 
that a practical joke was played on 
McGill, a live wire being connected 
with a soft-svap tub. It was expected 
that when the men took out a handful 
of soft soap to wash their hands they 


would receive a slight shock. The wire } 
used, however, appears to have been / 


a high-tension: one, and the result was 
fatal. 


BELGIAN MARKETS OPEN. 
American Cattle Free to Enter After 


(ASSOCIATED PRESS NIGHT REPORT.) 

WASHINGTON, May 29.—The State 
Department is very proud of its 
achievements in securing the reopen- 
ing of the Belgian markets to Amer- 
ican cattle, they having been closed 
since 1894. 

Upon the organization of the reci- 
procity office under President McKin- 
ley’s administration, the chief of that 
office took up the Belgian question, and 
negotiations have been going on for a 
year, which have now come to a suc- 
cessful conclusion, as is shown by the 
dispatch received by the Belgian Min- 
ister, Count Lichtervelde, today: 

“BRUSSELS, May 29.—The Moniteur 
(official organ) of the 26th publishes a 
decree raising the interdict on Amer- 
ican cattle. The new regimé ordered 
by royal decree of the 22d of January, 
1897, is applicable from and after the 
3ist of May.” 

The decree referred to permits im- 
portation of bovine, ovine and porcine 


Years of Waiting. 


species at Antwerp, Ghent and Ostend, 


provided that the ahimals be slaugh- 
tered there or in the vicinitq of abat- 
totrs within three days after debarka- 
tion. 
DECREE ISSUED. 
[ASSOCIATED PRESS DAY REPORT.] 

WASHINGTON, May 29.—The United 
States Embassy at Brussels has_ re- 
ported to the State Department that 
the government has by decree issued on 


the 28th inst., rescinded the interdic- 


tion upon the importation of American 


cattle. The decree takes effect May 31. 


The Paris Still Sticks. 

May 29.— 
Further attempts to float the Paris 
have been abandoned until the next 
spring tides. Fresh holes have been 
discovered in her fore parts. ere is 
no doubt the Paris is badly strained, 
Fortunately the weather continues 
fine and the sea is smooth. 


been going on for] 


ing Quartermaster Palmer, the govern- | 


arrived here with her cargo of sulphur |. 


(Ont.,) May 29.—| 


ill be' in seasion here.. 


In coff 
beverages, 


On the 


Breakfast Table } 


tea, chocolate, and in many Ceiiclous 
| ness is added by the use of 


a. 


Tuesday, May 30th, 


Decoration 


WE CLOSE AT 
_NOON TODAY. 


Rupture Cured. 

No Operation, 

No Injection. 

No Detention from Business. 

No Pay Till Cured. . 

Truss Making a Speciaity. 
To those who are suffering from rupture, 
who will investigate our treatment, and will 
call at our office, we will furnish convincing 
evidence that we cancure you..and will, if 
you will. let us—and more than that, we ask 
for no money in advance—we guarantee. 

Most persons refrain from having their 

namés published. For that reason we ask 
all interested to call and investigate at the 


office. 
SSS 


The Rupture Cure 
Specialists, 


Rooms 222-224 Byrne Bidg., 
Corner Third and Broadway. 


REFERENCES— 


President Pomona National Bank. | 
President Pomona Domestic Water Co., 


RUPTURE 
CURED... 


Eleven Neighbors — 
Prominent Business Men, 


Living within a radius of 30 yards of oe ay | 
es. 


hear from nine of my neighbors that had been 
cured by Prof. Joseph Fandrey, 642 South Main 
street, the European Specialist in RUPTURE 
CURING. by a new and natural treatment with- 
out operation or injection. 

After interviewing there NINE neighbo 
whom I will intro-.uce to any fellow_sufferer, 

esired to take advantage of the Professor's 
skill myself, andthe marvelous fact is that now 
I am the ELEVENTH NEIGHBOR CURED. 
Who can show any such a RECORD as this? 
Bleven in one short block CURED!! 

Prof. Joseph Fandrey has been in our city 
now three years, and shows testimonials of the 
hundreds of cures he has performed. By con- 
stant addition of sufferers CURED to his long 
list the Professor is proving that-he is the only 
one who can actually cure RUPTURE . 


I give this voluntary testimonial of 
my own CURE, knowing that any 
RUPTURE sufferer will make no mis- 
take if he puts himseif under the Pro. 
fessor’s simple method, which will 
not detain any one from his business 
—and if he follows his instructions 
closely, will be CURED, as I, the 


Gail Borden Eagle Brand 


CONDENSED MILK. 
For more then forty vears it has given perfect satis- 


faction to the Americah people. 
FOR ON “ BaBIeEs.” 
New Yorn Co., New 


wri 


Addre 
123 SOUTH MAIN STR 


Tbheold reliable, never-fa ling specialist 
16 years. Dispensaries in 
Butte, Mont., San Francisco and Los Angeles, Ia 4 
private diseases of men 


Nota dollar need be paid until cue 


CATARRH a speciaty. We ours ths worstoas; 
two or three months 

of years’ Ptir. 
ains of all kinds in manor woman’spseiil; 
stopped. 


establish3!} 


Chicago, ansas City. 


standing cured promptir 


Examination, Including Analysis, Fr2 


Ne matter what your trouble is, nor wa> his falls! 
come and see us. 
laboratory there isa remedy for every diss43). 
have the remedy for yours. Comes and 

Persons at a distancs may bs 
All communications strictly 


ou will not regrst it. In 
rot it. 
CURED 
confideatial Cail 


or 
‘The poor treated on fridays, from ideal: 


EET, Los Angeles, Cal. 


Just Received” 


breasted Sack. $20.00 fur Prince Albert 
114% 8. MAIN, 
Near the Orpheum. 


—THREE PIECES EACH Black and Blue English Worsted, 
which we will make to orde t guaran 
€15.00 for Sack Suit, $17.50 for Frock or Double- 


BRAUER & KROHN, Tailors. 


r, a teed, at a SPECIAL 


Patients treated at home or at the Institute. 
Cause and Oure,” sentfree. Hoch 


CONSUMPTION CURED 


8 
Medical Institu 


WHITMAN 


METHOD. 
tom blank and treatise on ‘“‘Cons tion, Its 
431% South Spring street, Los es, 


h 


ELEVENTH neighbor, have been. 


rsonally can do so and I will gladly 
ntroducs him to my neighbors, who — 
will be able to ore my statements. 
OHN J. SHAY. 


Reception, 218 N. Main St., and 216 N. Spring St 
May 24th, 1899. 


PROF. FANDREY, 


ae 642 S. Main St. 


» 


’99 VICTORS—$40!! One grade only. 


KING & CO., 
Son BROADWAY AND FIFTH 


—- > 


LEVELAND CYCLE CO.) 
332 SO.MAIN ST. 


GIVES YOU SUCCESS 
BEN-BEY MEDICAL 00., 


BEN-YAN 
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fos Cingeles Daily Times, 


PRESIDENTS TOUR. 


TWIN CITIES WILL HELP HIM AT- 
ae TAIN HIS OBJECT. 


Wants to Meet All the Troops 
on Their Return from the Phil- 
tppines if Practicable—HMence a 
; Mobilization of Volunteers May 
Be Had in Minnesota. 


He 


[ASSOCIATED PRESS DAY REPORT.] 

WASHINGTON, May 29.—The, Presi- 
dent has been anxious to meet all the 
troops who served in the Philippines 
if this were practical, and he agreed to 
zo to Minneapolis and St. Paul to 
greet the Minnesota volunteers. With 
the possibility that the President 
might be able to continue his 
typ further west, the 
have undertaken to arrange (for 
the mobilization of all the _ vyol- 
unteers as their guests. The or- 
ganizations, if mustered out at San 
Vrancisco, will be transported to 
Minneapolis/and St. Paul as the guests 
/of the Twip Cities. After the jubilee, 
. the troops will go home to their re- 
spective States at the expense of the 
States. The programme is to have the 
North and South Dakota, Montana, 
Colorado, Tennessee, Iowa, Pennsyl- 
vania, Kansas and Nebraska volun- 
‘teers at this gathering, and if possible 
those from the States of Washington, 
‘Utah, Oregon and California. 

The date upon which the troops will 
reach St. Paul and Minneapolis will de- 
/pend upon the rapidity with which 
transports can be placed ‘at their dis- 
posal by the War Department, but it 
is expected. that, once started, the 
trogps will all be landed at San Fran- 
cisco within six weeks. The first 
troops are expected to arrive by 
the middle of July and the last 
by the of August. The 
jubilee, therefore, probably will occur 
early in August. The President’s ac- 
_ceptance of this invitation does not 
necessari mean that he has aban- 
doned his contemplated trip to the Pa- 
cific Coast. How much he will extend 
his trip west of Minneapolis will de- 
pend upon circumstances. 

GIVING MEN OPTIONS. 

[ASSOCIATED PRESS NIGHT REPORT.] 

WASHINGTON, May 29.—It has been 
determined to allow the volunteers 
serving .in the Philippines to decide 
whether they shall be mustered out at 
San Francisco or return to their re- 
spective States as organizations and be 
mustered out. there. 

Secretary Alger is preparing a dis- 
patch*‘to Gen. Otis, giving in detail the 
allowances for travel pay and rations 
to the respective States, and.the infor- 
mation is to be submitted by him to 
the regiments in order that they can 
decide, with all the facts before them, 
whether they prefer to be mustered out 
at San Francisco or to go to their 
homes as organizations. In either 
event the soldiers will be entitled to 
two months’ pay on muster-out. 


PLEADS NOT GUILTY. 


Mrs. Greenough Arraigned on 
Charge of Petty Larceny. 

Mrs. Jennie E. Greenough, for whose 
arrest on the charge of petty larceny 
@ warrant was issued last week, ap- 
peared before Justice Austin for ar- 
raignment yesterday. The complaint 
charges her with the theft of two sil- 
ver quarter-dollars, which were the 
property of Mrs. Sarah C. Martin. The 
complainant is president of Banner 
Hive, Ladies of the Maccabees, of 
which Mrs. Greenough is also an offi- 
cer. 

The accusation of Mrs. Greenough on 
so serious a charge has created a scan- 
dal of no small proportions in frater- 
nal circles, for Mrs. Greenough has not 
only been an honored members of the 
Ladies of the Maccabees, but also of 
various other social and secret benefi- 
cial orders. 

For some time the membere of Ban- 
ner Hive, of which Mrs. Greenough 
was Outside Sentinel, were annoyed ty 
the filching of the contents of their 
purses and various other articles which 
they left in the cloakroom when the 
hive was “swarming,” which is the 
‘‘pee’’ term for being in session. It be- 
came evident that there was a thief or 
a kleptomaniac in the hive, and sus- 
picion fell on Mrs. Greenough. whose 
official position gave her an opportu- 
aoe to rob her sister bees, if so dis- 

sed. 

The advice of detectives being s0-, 
licited and followed, two silver coins 
were marked and placed in Mrs. Mar- 
tin’s purse, which that lady left where 
it would prove a temptation to any 
one on thieving bent. Sure enough, the 
marked coins disappeared, and when 
Mrs. Greenough was accused of being 
the thief and submitted to being 
searched under threat of being sent to 
the Police Station in custody of an 
officer, the tell-tale pieces of silver are 
‘alleged to have been found in her pos- 
session. 

Efforts were made to keep the matter 
quiet on condition that she would con- 
fess and return all the property which 
she was suspected of having made 
away with from time to time. It is 
alleged that under the strain of ex- 
citement she did confess and did prom- 
ise restitution, but after mature delib- 
eration she entered a denial and re- 
solved to make a fight, if necessary, to 
establish her innocence. 

After the suspect assumed this de- 
fiant attitude, Mrs. Martin concluded to 
let the law take its course, and swore 
‘to a complaint alleging the larceny of 
the coins already mentioned., A war- 
rant for her arrest was placed in the 
hands of an officer some days ago, but 
it was not served upon her, as she was 
found in a state of physical collapse, 
with threatened mental prostration. 

_ Yesterday she appeared in court, how- 
ever, of. her own volition, and entered a 
plea of not guilty to the grave accusa- 
tion. She was released on bond pend- 
ing trial, which was set for June 14 
at 2 o’clock p.m. 

Many of the friends of the accused 
woman believe her innocent, or, assum- 
ing her guilty, draw the mantle of 
charity over her alleged acts by assert- 
ing that she is at the worst but a vic- 
tim of kleptomania. 


SLOT-MACHINE CASES. 


Usual Fabian Tactics Adopted by the 
Defendants’ Attorneys. 

The attorneys for the defendants in 
the slot-machine cases are resorting to 
the usual Fabian tactics pursued in 
such matters, by procuring continu- 
ances and having the day of final 
reckoning with the law put off as long 

_ @s possible. One of these cases, set 
for hearing in Justice Morgan’s court 
yesterday, and ten in Justice Austin’s 
court, went over till Wednesday, on 
motion of the defense, with consent of 
the District Attorney. 

Justices Austin and Morgaii are dis- 
posed to keep their dockets as clear of 
unfinished business as possible, and 
will probably insist upon early trials of 
‘the nickel-in-the-slot cases. 

Sinée the anti-slot machine ordinance 
went into effect the police have made 
just an even dozen arrests for violation 
of the ordinance, but none of the cases 
has yet come to trial. The machines 
whith ‘are confiscated, take up a good 
deal of. room in the police clerk’s office, 
and a special storeroom ‘will soon have 
to be provided for them, if many more 
are seized. 


the 
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BOXING CONTEST. 


MeConnell and Gallagher at the 
Fthietic Clab. 

Tonight at she Los Angeles Athletic 
Club, Frank McConnell and Billy Gal- 
lagher will meet in a twenty-round 
contest that promises to be interesting. 

McConnell is a member of the Olym- 
pic Club, San Francisco, and held the 
amateur welterweight championship 
of California. He has defeated such 
men as Frank Percell, Lou Agnew, 
Billy Elmer, Young Peter Jackson and 
others, and fought a thirty-round draw 
with Al Neil, who recently defeated 
Tom Tracey. Gallagher’s record is well 
known. The purse is $500 

“Kid” Williams and the “Gypsy 
Kid” will go ten rounds for a purse of 


$50 and a side bet of $50, winner to 
take all. 


8:30 sharp. 


Saved by a Mother’s Tears. 

Two boys, Charles Brickett and 
Clarence Taylor, who were arrested by 
Officers Hubbard and Baker for jump- 
ing on and off cars in motion, were ar- 
raigned before Justice Morgan yester- 
day. Brickett, the elder of the lads, 
was accompanied in court by his 
mother, who wept copiously when her 
son was orderei to stand up for sen- 
tence. The court ordered him to pay a 
fine of $5, with the alternative of five 
days’ imprisonment, but suspended sen- 
tence during good behavior, after de- 
livering a severe lecture to the young- 
ster. The weeping mother dried her 
tears when her son was liberated, and 
the latter, placing his arm around her 
in an affectionate manner, started 
home with her, rejoicing. It was the 
mother’s tears that saved the boy 
from going to jail, a fact which, if he 
properly appreciates it, will keep him 
out of mischief in the future. The 
younger boy, Clarence Taylor, was dis- 
charged on promise that he would not 
steal free rides hereafter. 


A Ten-dollar Scrap. 


well-known business men, had a wordy 
altercation in the Wilcox Block yes- 
terday, over a business affair. The lié 
was passed from Cribb to Mellus, so 
the latter understood, and with that 
Mellus struck Cribb a blow in the face 
which completely knocked him out. 
Mellus later appeared in the Police 
Court, pleaded guilty to the charge of 
baittery and paid a fine of $10. 


Gen. Carnahan Here. 

Maj.-Gen. James R. Carnahan of In- 
dianapolis, Ind., the head of the Uni- 
form Rank, Knights of Pythias of the 
United States, was a visitor at the 
Castle Hall last evening, and was 
greeted by a large number of the mem- 
bers of the order from all the lodges of 
the city, and by many visiting mem- 
bers. He took occasion during the 
evening to deliver an eloquent and 
patriotic address. He departed for the 
North at 10:30. 


Women in Luck. 


{Ella Wheeler Wilcox in New York 
World:] . I wonder if the wives and 
daughters who are supported and well 
cared for by good husbands and fathers 
ever fully appreciate their blessings? 

I wonder if they realize how much 
they owe God and their protectors. 

The world is crowded with women to- 
day who are struggling along with 
fate, striving to make an honest living 
and a home for themselves. 

It is peopled, too, with women who 
have wretched homes and neglectful 
husbands. But it contains, neverthe- 
less, many women who have good hus- 
bands and good fathers. It is to such 
of my sex I wish to speak today. 

I have given all sores of advice to 
lonely, self-supporting women; I have 
talked my pen-point off to unhappy 
wives. ~ 

Now T»want to tell the women who 
are well cared for, whether in humble 
workmen’s homes or in elegant man- 
sions, to be in their hearts constantly 
thanking God for their good luck. I 
want to urge such women to be worthy 
of their blessings. 

There are certain things which all 
good husbands and fathers appreciate, 
no matter how their tastes and dispo- 
sitions may vary. Every man likes a 
well-ordered home. He likes it to be 
clean and neat without being stiff or 
formal: he likes freedom in the use of 
his home: he wants to feel no part of it 
is too good for him, and that he Is of 
more account in his house than “com- 

He likes his meals on time and pre- 
pared to his taste, and he does not 
want to be told how tired his wife is 
from her care of the home or the ser- 
vants. He enjoys the knowledge that 
economy and good sense are used in 
keeping up the establishment, and that 
his income will cover his expense. 

He likes to be told he is a good hus- 
band and father, and, however un- 
demonstrative he may be, he likes a 
little affection shown him quietly 
where no one sees it. 

He appreciates cheerfulness and good 
nature in his home. 

course, I am talking only of 
“good” husbands and fathers. The 
women who possess them sometimes 
take them for granted,’ and do not 
make these men the returns in smal) 
ways which they should do. 

I am full of sympathy for my own 
sex, but somehow I always feel sorrier 
when ® good man Is neglected and un- 
appreciated than when a good woman 
shares the same fate. I don’t know 
why: perhaps it is because I think a 
good woman has more resources than 
a. good man, and one finds them more 
frequently. If you have one of these 
good fellows to care for you and pro- 
tect you from the hardships of the 
world, my dear lady, ask yourself if 
you are doing all you can to make him 
glad he Is alive. 


Came Down Like a Lady. 


[Harper's Bazar:} “Frances,”’ said 
that little girl’s mamma, who was en- 
tertaining callers in the parlor, “you 
came down stairs so noisily that you 
could be heard all over the house. You 
know how to do it better than that, 
Now go back and come down the stairs 
like a lady.” 

Frances retired, and after the lapse 
of a few minutes re#ntered the parlor. 

“Did you hear me come downstairs 
this time, mamma?” 

“No, dear. I am glad you came 
‘down quietly. Now, don’t let me ever 
have to tell you again not to come 
down noisily, for I see that you can 
come quietly if you will. Now, tell 
these ladies how you managed to come 
down like a lady the second time, while 
the first time you made so much noise.” 

“The last time I slid down the banis- 
ters,” explained Frances. 


His Last Breath Most Usefal. 


[Chicago News:] A dangerous crim- 
inal was about to be executed in Cal- 
cutta. While his last toilet was going 
forward, an Englishman who had just 
landed. begged five minutes’ conversa- 
tion with him, which was granted. All 
that wes heard of the interview was 
the final remark of the criminal. He 
called after his visitor: “Five thousand 
dollars to my heirs? You understand?” 
When the ay rap had prepared for 
bis sad duty the culprit claimed _ the 
right to say a farewell word. Lifting 
up his voice he roared aloud to the as- 
sembled multitude: “All you who 
elisten hear my dying statement: The 
beat coffee is the coffee of 
Chicory, Chewem & Chocker of Cal- 
cutta and London!” 


DEATH RECORD, 
SABICHI—At the residence in this city, No. 
2437 Figueroa street, May 29, 1899, 11:30 
p.m., Mary M. Sabichi, beloved and eldést 
daughter of Mr. and Mrs. Frank Sabichi. 
Funeral notice later. (San Francisco pa- 
pers please copy.) 


The first contest will be started at 


J. J. Mellus and J. C. Cribb, Both 


Messrs. . 


DRAWING UP ARTICLES, 


RUSSIA, ITALY AND AMERICA PAR- 
TIES TO ARBITRATION. 
Suggestions from the Delegates of 
Those Countries Received by the 
Drafting Committee of The 
Hague Conference—Six of the 
Russian Proposals Adopted. 


[ASSOCIATED PRESS NIGHT REPORT.) 


THE HAGUE, May 29.—[By Atlan- 
tic Cable.] The Drafting Committee, 
or subcommittee of the Arbitratiom 
Committee, met today and discussed 
the Russian scheme, adupting witn 
7 modifications, the first six arti- 
cles. 


Count Nigra, chief of the Italian dele- 
gation, submitted a proposal of media- 
tion and arbitration consisting of six 
articles, in the form of an amendment 
to the Russian project. 

The Americans - also submitted an 
amendment, demanding that, in the 
event of a dispute between two na- 
tions, each should choose another na- 
tion to act together as arbitrators to 
settle the difference without bloodshed. 
This must not be confounded with the 
proposal for a permanent arbitration 
tribunal, which the Americans will in- 
troduce during the week. 

The Italian proposal includes a clause 
providing that mediation and arbitra- 
tion shall not stop mobilization or 
preparations for war. Neither the 
American nor the Italian amendment 
has yet been discussed. 

The naval and military sections of the 
Disarmament Committee both met to- 
day and exchanged ideas in a desultory 
manner. The impression gains ground 
that the outcome of this committee wil] 
be practically nil. 


ANIMALS IN SWITZERLAND. 


Wild Boars, Bears, Deer and Cha- 
mois Exterminated. 


[Providence Telegram: ] 
Switzerland will soon be entirely free 
of wild animals if the rate of extinc- 
tion that has prevailed of late is 
maintained. In the official archives in 
Zurich are records of the various 
kinds of beasts that once existed in the 
land of the red cross. Evidences of 
beaver life have been found on* the 
Shores of Lake Morat, the bones and 
skeletons being fully six centuries old. 
One of the tributary streams which 
feed the lake is called Beaver Brook, 
the title being due to its former in- 
habitanta, That the name is old is 
shown by the fact that no beavers 
have lived in Switzerland since the 
twelfth or thirteenth century. 

Brown bears were plentiful in the 
mountains lands until the seventeenth 
century. The last one killed of which 
there is any official knowledge came to 
his end in 1698 in Barbereche. Nowa- 
days the bears that are raised in 
Berne for various show purposes are 
imported young from other countries. 
Deer were more than plentiful in the 
highlands in olden times, but they 
were cleaned out pretty well in 1748 to 
1750. There is a record in the Swiss 
archives that a deer was seen in the 
woods in 1871, but it was apparently 
far from its'own stamping ground. 

Up to the seventeenth century 
wolves were such plagues that several 
cantons offered substantial premiums 
for their heads and skins. It took 
ages to chase them off the plains, and 
fully 100 years more to clean them out 
of the highlands. Not a ‘live wolf has 

n seen in Switzerland since 1837. 
The lynx disappeared about the same 
time. Wild boars were numerous in 
the fifteenth and sixteenth centuries, 
but none has been encountered since 
1800. A feW wildcats are reported to 
have been shot since 1891, but the 
authorities doubt the authenticity of 
the reports. 

No less than seven prominent kinds 
of quadrupeds have been exterminated 
in Switzerland in five centuries, not to 
mention the world-famous wild goats. 
or chamois. A few of these beautiful 
animals are raised and kept by the 
landlords of some of the leading re- 
sorts to maintain the impression that 
chamois are part and parcel of the 
Swiss mountains. But they are dv- 
mesticated, and are vastly different 
from the timid, lithe animals that no- 
oe used to hunt and poets raved 
about. 


HIGH EXPLOSIVES. 


Magazines for Their Manafacture to 
Be Built Along the Hudson. 


[New York Evening Post:] Factories 
and magazines for the manufacture 
and storage of high explosives are soon 
to be built by the Navy Department. 
The plans call for an expenditure of 
more than $1,000,000, which has been 
appropriated by Congress. During the 
war the need of a magazine at a con- 
venient distributing point was felt se- 
verely; that at Ft. Lafayette was over- 
taxed, and at best only capable of 
supplying 1000 rounds a day, most of 
which was for the guns of the second- 
a batteries. 

largest of the new magazines 
will be built on the Palisades near 
Edgewater and almost opposite Grant's. 
tomb. It will have a frontage of sev- 
eral hundred feet on the river and will 
be built to the edge of the cliff. The 
site selected is away from factories 
with tall chimneys, Which are consid- 
ered dangerous. Plans and specifica- 
tions will soon be submitted to the Sec- 
retary of the Navy. Several large 
buildings are -to be erected. They will 
be used for storing ammunition and 
as a laboratory for testing materials 
for — and torpedoes. There will 
also a building used solely for ex- 
perimental work, and a large plant 
for the manufacture of all kinds of 
powder. Most of the buildings will be 
| of solid construction, iron, steel and 
stone being the materials used. The 
smaller ——_ will be made of cor- 
rugated iron. veral pliers extending 
into the water about three hundred 
feet will be built. The river is to be 
dredged to a depth sufficient to per- 
mit the largest battleships to be 
moored to the pliers where ammunition 
can be takin direct from the store- 
houses and placed in the magazines of 
the vessel. This will do away with 
the delay of handling the charged 
shells and the explosives many times 
and the dangers surrounding reship- 


ment. 

When the plant is completed it will 
have, it is planned a capacity suffi- 
cient to supply high explosives to the 
entire navy, and great enough to as- 
semble nearly all the fixed ammunition 
and charged shells needed. It will 
cost, it is expected, about $600,000. and 
work may be begun within a few 
months. Another plant may be 
erected near .the naval proving grounds 
at Indian Head. Neither will be dan- 
gerous to the property of the neigh hor- 
hood. 


WHY MENDES FOUGHT. 


It Was Because of Gratitude to Sara 
Bernhardt. 


[Paris Dispatch to New York Her- 
ald:] At the bottom of their hearts 
probably neither M. Catralle Mendes 
nor M. Georges Vanor cares a rap 
whether the real Hamlet was as slim 
‘as Mme. Sara Bernhardt, or as fat 
as Falstaff. M. Mendes keenly 
susceptible where Mme. Bernhardt is 
concerned. It is a rather remarkable 
thing in this egotistical age, for his 
sensitiveness is due to gratitude. He 
looks upon the actress as his savior 
and as the woman who prevented him 
from living and dying a literary ma- 
chine. I once heard him tell the story. 
and: tears came into his eyes old 


|memories were revived. Few people | 


‘and eloquently. 


STRONG STATEMENTS. 


Three Women Relieved of Female 
Troubles by Mrs. Pinkham. 


From Mrs A. W. Situ, 59 Summei 
8t., Biddeford, Me.: 

‘*For several years I suffered with 
various diseases peculiar to my sex. 
Was troubled with a burning sensation 
across the small of my back, that all- 
gone feeling, was despondent, fretful 
and discouraged; the least exertion 
tired me. I tried several doctors but 
received little bencfit. At last I de- 
cided to give your Lydia E. Pinkham’s 
Vegetable Compound a trial. The ef- 
fect of the first bottle was magical. 
Those symptoms of weakness that I 
was afflicted with, vanished like vapor 
before the sun. I cannot speak too 
highly of your valuable remedy. It is 
truly a boon to woman.” 


From Mrs. MELISSA Lex- 
ington, Ind., to Mrs. Pinkham: 

‘*Before I began taking your medicine 
I had suffered for two years with that 
tired feeling, headache, backache, noap- 
petite, and a run-down condition of the 
system. I could. not walk across the 
room. I have taken four bottles of the 
Vegetable Compound, one box of Liver 
Pills and used one package of Sanative 
Wash, and now feel like a new woman, 
and am able todo my work.” 


From Mrs. Morus E. Herren, Pow- 
eli Station, Tenn.: 

**For three years I suffered with sucha 
weakness of the back, I could not 
perform my household duties. £ also 
had falling of the womb, terrible bear- 
ing-down pains and headache. I have 
taken two bottles of Lydia E. Pink- 
ham’s Vegetable Compound and feel 
like anew woman. I recommend your 
medicine to every woman I know.” 


know that Mendes for over five years 
wrote semi-scientific and general lit- 
erary articles daily for the Petit 
Parisien. He had previously gone 
through a period of intense poverty, so 
that even slavery seemed better than 
starvation. But it was dreary work. 
During his starvation days he had writ- 
ten his superb play, ‘““Meres Ennemies,” 
and had sent it to every theater man- 
ager in Paris, always receiving it back 
. little more tattered and dirtier each 
me, 


“I was rapidly becoming stupefied,” 
said Mendes on the day he related the 
story to me. 

“I went to my office in the morning, 
wrote until noon, lunched and then be- 
gan again, spacing out the lines auto- 
matically until evening. I had no am- 
bition, no dreams, no hope. Every 
time any theater changed hands I got 
my ‘Meres Ennemies’ and sent it in 
anew to the director, not with the idea 
that it would be accepted, but as a 
mere matter of habit. 

“One day Bernhardt took the Ambigu 
Theater. I happened to be bored, just 
at the moment, by a sort of hanger-on, 
who, under the excuse of running er- 
rands for me now and again got a 
few francs a week out of me. More to 
be rid of him than anything else I sent 
him off to Sara's th the eternal 
*‘Meres Ennemies.’ A few days later I 
was stunned to receive a note from her, 
me shé was about to produce my 
Pp 

Everybody familiar with the theatri- 
cal history of Paris knows how she 
kept her promise, for M. Mendes’s play 
was a success never equaled until 
“Cyrano.” It consecrated him as a 
master, and the writer has never for- 
gotten that it was Sara who brought 
his servitude to an emd. That is why 
he took so much to heart M. Vanox’s 
remarks that Sara was but a slender 
representative of the fat, scant of 
breath Hamlet. 

Fortunately, the wound which M. 
Mendes received in-the duel provoked 
by his rather outspoken disapproval of 
M. Vanox’s comments is less serious 
than thought at first, and probably 
within a very short time he will be at 
work again upon a book reviewing the 
poetry of the nineteenth century, which 
he is commissioned to write by the 
Minister of Beaux Arts for the Exposi- 
tien. M. Mendes’s poetical equipment 
is prodigious. He knows how to ex- 
press his thoughts clearly, convincing 
It is said, in fact, 
that some opinions in this official re- 
port are so clearly expressed that there 
is likely to be a vast amount of 
heated discussion, when it is pub- 
lished. Probably some more duels are 
in the perspective. 


FARMERS TO FORM A TRUST. 


Organization to Control the Out- 
put of Grain and Other Products. 


[Baltimore American:] Capt. John 
Hebb, No. 222 South Chester street, 
who, as well as being an expert pilot, 
takes considerable interest in agricul- 
tural affairs, and has an extensive ac- 
quaintance among the leading farm- 
ers of this and other States, claims to 
be in possession of positive information 
that the farmers of the United States 
are completeing an organization for 
the purpose of forming a vast trust. 

Capt. Hebb, whose early days were 
spent in agricultural pursuits, follows 
closely all movements pertaining to the 
welfare of the agricultural population, 
and generally attends the meetings of 
the State Grange. 

“In nearly every county In the State 
farmers’ granges are now established,” 
he said. “The grange is to be made 
the nucleus of the vast organization I 
speak of, which will, within a very 
short time, appear under a new name 
before the public. 

“The farmers will complete a sysicm 
of organization and elect county boards 
which will have absolute charge of the 


affairs of the great agricultural trust | 


in each county. These will be subject 
to State and district boards, and so on. 
Organizers are already out through 
Maryland, Pennsylvania and the Vir- 
ginias, and in the West,*getting 1to- 
gether the best men among the farin- 
ers in each county to undertake the 
great work of organizing a gigantic 
agricultural trust, which will put the 
farmers on a footing to hold their own. 

“With thorough organization and in- 
telligent direction, the farmers’ trust 
will regulate the production of grain, 
fruit and vegetables, as well as the pro- 
duction of cattle, and, in fact, every- 
thing that comes off the farm. 

“You can readily see how such a 
policy, judiciously pursued, will help 
the farmers, and disarm those who 
have been the enemy of the agricul- 
tural class. 

“Take the. grain production, for in- 
stance. In each county the agricui- 
tural board will regulate just how 


>much is to be produced for the market. 


The board wifl take full charge of the 
sale of the product, and the individual 
farmer will look to the board for. his 
remuneration. Just as the . gigantic 
trusts in other lines shut down a mil! 
here and there, the agricultural board 
will shut down a farm here and there, 
and pay the farmer in the case so 
muth, just to regulate production and 
guard against an over supply. 

“Hlow will the great grain-dealers 
face such a condition? The meat trust 
vill also be in an interesting quatidary 
when confronted with a powerful or- 
ganization such as _ will be formed. 
which will control the production of 
cattle for the markets. 

“T am rot speeking without Informa- 
tien on this subfect. At ail the recent 
of the 
the country the subject was discussed, 
‘and the best \men in the granges in 


this.and other States were selected to. 


granges throughout: 


heroes. 
he spirit that inspired them to do and die; may the day be one of grateful reverence, reflection and inspiratioff. 
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DON’T WORRY — 


ARTMENT STORE 


BROADWAY, CORNER OF FOURTH. 


ALL CARS TRANSFER TO «HE 


AS 


We'll Be Closed All Day Today 


In commemoration of the Nation’s fallen heroes, 


USUAL 


braham Lincoln Said 


‘“‘The Lord Must Loye the Comimon 
People, He Made so Many of Them.,’’ 


A statement that is being daily veritied by the patronage of this store. 
Today we rest—a holy rest—in commemoration of our Nation’s fallen 
May the memory of our sleeping martyrs be hallowed; may their noble deeds be rehearsed; may we catch afresh 


Wed nesday 


is 
our 


44-in. Brocaded [ohair, but toc yard. 
Fancy 29-inch Plaid, colors, 1134¢ yard. 
38-in, All-Wool Henrietta, 


Bargain Day« 


And no women with dress goods needs in sight can neglect the occasion, 


We can but pause for hints—details tomorrow— 


20-in. Fancy Corded Silks, 49c. 
Changeable Brocaded Taffetas, s59c, 
20-in, Black Brocaded Satin, 69c. 


Dress Goods 


Other Marvelous Wednesday Specials. 


InWalkingHats’  In/len’s Goods. In Ribbons. 
In Shoes. 89c and 9&c ones for........ 33c 10c, 
Ladies’ canvas Oxfords. .81.19 Men's negligee shirts .....20¢ ones 


formulate a modus operandi. The 
plans have now been practically com- 
pleted, and the organization will 
established in every State of the Union 
and in the Territories before many 


are reticent about the matter, for they 
know the mighty powers with which 
they have to reckon at the start. 

“The farmer has discovered that 
there is a ‘trust in everything, as a 
poem in the American showed some 
weeks ago. He has decided to go into 
the trust business himself, and, as the 
farmer controls the mainspring of the 
nation’s wealth—the soil—he has a fair 
chance to protect himself and make 
things interesting for those who have 
been reaping most of the profit of his 
industry.” 


NIAGARA FALLS. 


It Will Lose in Beauty in Five or 
Six Hundred Years. 


If Mrs. Rensselaer’s opin- 
ion is correct, Niagara. Falis will 
be a less beautiful object in the year 
2500 than it is today. In the June 
Century she gives. the reasons for her 
belief: 

The Niagara River belongs to our 
own era of the world’s interminable 
history, and to it alone. We may be- 
lieve, with some recent investigators, 
that it began to cut its way through 
the higher tableland about 6000 years 
ago, or we may say with others, 30,000 
years ago. But even the farther end 
of 30,000 years is a geological yester- 
day; and if it is true that the falls will 
stand well back of the head of Goat 
Island in five or six hundred years, this 
is a very near tomorrow. Moreover, 
the finest phase of Niagara’s life be- 
longs to the geological today. It is 
at its very best now that Goat Island 
is the central feature of the falls. Be- 
fore they reached it they must have 
formed a single undivided and rela- 
tively narrow cataract or series of cas- 
cades: and after its upper end is left 
behind, there can never again be such 


for the half-mile 
side are there 


lovelinesses. Only 
along Goat Island’s 


divided yet fraternal channels filled 
with shining, shouting rapids’ When 
it has been left behind, the wide 


river, flowing over an almost level bed, 
will approach its cliff quite calmly, 
and will calmly make its plunge, like 
a mill stream over a dam. And this 
forest-clad island, lifted high and set 
in a fortunate elbow of the river bed, 
gives views which no other, farther 
up-stream, can ever afford. It separ- 
ates and yet unites the cataracts. Now 
it puts the eye far above them, and 


be | outlooks up both the streams of rapids 


weeks shall have passed. The farmers | 


@ combination of diverse majesties and | 


| 


again it brings them quite close. With 
the islets that lie near it, it gives 


and the placid river beyond them, 
across the gorge and down its length, 
and athwart the one fall and the 


other, and most of these views it en- 
frames in draperies of luxuriant 
green. Truly, the pilgrims of a later 


day will not see the Niagara, 
marvel that belongs to us. 


THE HAM SMELLER. 


A Strange Occupation in Which a 
Man’s Nose is His Best Friend. 


[Chicago News:] One of the curious 
businesses that men engage in is ham 
smelling in packing-houses. It is a 
business allied with that of tea tasting 
or wine testing and the like. The ham 
smeller is technically known as a ham 
tester. It is his business to inspect 
meat products and judge of their 
soundness. This is done before th® 
meats leave the house or when they are 
bought from other concerns fd fill a 
shortage. 

The ham smeller’s only tools are a 
long steel trier and his nose. It is 
often necessary to test hams after they 
come out of the sweet pickle and before 
they go into the smokehouse. The ham 
smeller stands in a barrel to keep his 
clothes from being soiled by the drip- 
ping brine and the hams are brought 
to him by workmen. A ham is laid be- 
fore him and he plunges his sharp- 
pointed trier into it, withdraws it, and 
passes it swiftly beneath his nose. The 
trier always goes down to the knuckle 
joint. In testing meat in that man- 
ner the man with the trier judges by 
the slightest shade of difference be- 
tween the smell of one piece of meat 
and another. The smell of the meat 
is almost universally sweet, and that 
is what he smells: the slightest taint 
or deviation from the sweet smell is 
therefore appreciable. It is not the de- 
gree of taintedness that he expects to 
find, but the slightest ordor that is 
not sweet. When he detects an odor he 
throws the meat aside. and if it is not 
unwholesome it is sold as “rejected”’ 
meat, but if it is tainted it goes to the 
rendering tanks. The ham tester smells 
meat from 7 o'clock in the morning 
until 5 o’clock at night and his sense 
must never become jaded or inexact, 
or his usefulness would be at an end. 

Ham testing is not a pursuit dan- 
gerous to the health, as tea testing is 
supposed to be, but the ham smeller 
with a cold in his head is like a piano 
player who loses his arms in a railroad 
wreck. 


the 
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ANegetable Preparation for As- 
similating the Food and Reg ula- 
ting the Stomachs and Bowels of 


Promotes Digestion Cheerful- 

ness and Rest.Contains neither 

OT NARCOTIC. 


Aperfect for Cons 
coer Stomach Diarrhies 
Worms Convulsions Feverish- 
ness and LOSS OF SLEEP. 


FacSimile Signature of 


| Ato months old 
Doses 


EXACT COPY OF WRAPPER, 


Bears the 
Signature 


Thirty Years 


For Infants and Children. 


athe Kind You Have 


Always Bought 


ALWAYS THE 


Furniture at 


— 


Green Tag 
Prices Still. 


wr 


9 


While others must needs sell for 
more, we're still asking our now 
famous reduced prices. Only a 
few days of grace though yet—for § 
when prices do goup they'll not < 
only go the original ones, but 
way beyond. 


BARKER BROS., 


420-22-24 §S. Spring St. 
Furniture, Carpets, Draperies. 


* 


‘Reli 


DR. MARTEL’S BOOK, 
el for Women 
t free, in plain, sealed Wine 
and Testimonials of DE. MARTEL'S 


French Female Pills. 


Praised by thousands of satisfied ladies as 
safe, always reliable and without an equal. 


Sold by all drucgists box, Freach 
on in Blue, White and . Take no other. 
Preoch Drug Co., 381 & 383 Pearl 8t., New York City- 
Don’t fall to try 


= AM’S PILLS: 


when suffering from any bad * 
condition of the Stomach 
or Liver. 

10 cents and 25 cents, at drug stores, 


Herbal 
Remedies 


Drive poison out of 


ng r. 

Vegetable Compound. 
Nominerals used. The 
secret of his success 
is that 

. people. e cine 
mailed to any 


PULSE DIAGNOSI5. 


Sanitarium, 


DR. WONG. 


Office and 


713 SOUTH MAIN ST. 


New Book, 248 Pages, invaluable to invalids, 


By the FOO & WING HERB Co.; 


903 South Olive street. 


4,08 Angeles, Cal. 


oe 


Dr. Li Wing. 


| Dr. T. Foo Yuen 


In 
‘Use 
For Over 


THE CENTAVUAR COMPANY, NEW YORK CITY. 


Diagnosis and Examination Free. 


Chronic 
Diseases 


SUCCESSFULLY TREATED by 


DR.T. J. P. O’BRIEN 
The Successful Specialist 
experience, 542 S, 
Hill St. Consultation free 


S.C. Electro Vitapathic 
Institute, 5343 S. Broadway. 


The most modern scientific treatment 

for all forms of chronic disease, 
Female disorders a specialty. 
Consultation free. 


NEW THISTLE 
BICYCLES 


$30.00 


Installments. 
BURKE BROS., 
482 South Sorcing St 


THE W.H. PERRY 
LUMBER MFG. CO. 


LUMBER YARD AND PLANING MIS 
\ “316-3290 COMMERCIAL STREET 
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fage circulation for each wee 


Los Cingeles Daily Times. 


TUESDAY, MAY 30, 1899. 


TIMES— 
Weekly Cirentation Statement, 


STATE OF CALIFORNIA, COUNTY OF 
ANGELES, SS: 
Personally appeared before me, arry 

Chandler, vice-president and assistant gen- 

eral manager of the Times-Mirror © wg fs 

Who, being duly sworn, deposes and says “ 

the daily bona-fide editions of The ag — 

@ach day of the weck ended May 27, 1899, wer 


Munday, May 34,909 

0 

Total for the 


Daily average for the : 
Signed) MARRY CHANDLER, | 
ubscribed and sworn to before me this 27 


99. 
Gay of May, 15! THOMAS L. CHAPIN, 


al 
Notary Public in and for the County of Los 
Angeles, State of California. 


even- 
NOTE.—THE TIMES is a 178,170 copies, 


-day paper. 


The above agereeatc, viz. 

issued by us during the seven days of the 
Past week, would, if apportioned on the Dasis 
of a six-day evening paper, give a datly aver: 


k-day of 29,695 
Copies. 


THE TIMES is the only Los Ange- 


| Fes paper which has regularly pub- 


sworn 


eirculation, 


' the past several years. 


statements of its 
both gross and net, 
weekly. monthly and yearly, daring 
Advertisers 
have the right to know the NET 
CIRCULATION of the medium which 
eceks their business, and this THE 
TIMES gives them correctly. from 
time to time: and it furthermore 
@@arantees that the circulation of 
THE TIMES regularly exceeds the 
combined circulation of all other 
Los Angeles daily newspapers. 
THE TIMES-MIRROR COMPANY. 


NOTICE TO PATRONS. 


“liner” advertisements for The 
Times left at the following places 
will receive prompt attention. Rate: 
one cent a word each insertion. Min- 
fmum charge for any advertisement, 
15 cents: 

F. D. Owen’s Drug Store, Belmont 
@venue and Temple street. 


Boyle Weights Drug Store, 1952 
Bast First street. 


Pasadena av-., junction Daly st. 
Chieago Pharmacy, F. J. Kruetl, 
Ph. G., prop. Central avenue and 
Twelfth street. 
National Pharmacy, corner Six- 
teenth and Grand avenue. . 


The Times will receive at a mini- 
mum charge of 50 cents “liner” ad- 


. Vertisements by telephone, buat will 


mot guarantee accuracy. 


Biners 


‘LOWLAND PASTURE, 


G PECIAL NOTICES— 


NOTICE 1S HEREBY GIVEN THAT BOND 
49 ($100,) and bonds 92, 97, »8, 99, 105, 108, 
108, 108, 110 and lil ($200 each,) second 
series, of the Little Rock Creek Irrigation 
Company, dated July 2, 14¥4, with coupons 
attached, have been lost or stolen, and all 

rsons are hereby warned and notified not 

oO purchase or trade for the same. A lib- 

eral reward for the return of same to S. W. 

LITTLE, 105 8. Broadway. Dated at 
0 


Angeles, Cal., May 29, 1859. 
A. STEAM CARPAT CLEANING 
will clean your carpets at 2c per yard; will 


clean and lay at 4c; we guarantee all our 

work. 359 B. Second. Tel. main 74. Refit- 
_ ting a speciaity. R. F. BENNETT, Prop. _ 

HEADQUARTERS FOR HAIR MATTRESSES 

and feather pillows. ACME FEATHER 

WORKS, 513 S. Spring st. Tel. brown 1253. 
21 


BOSTON DYE WORKS, 256 NEW HIGH sT. 
Gents’ suits dry cleaned, $1.50; pants, 50c; 
_ladies’ waists, skirts dry cleaned, 50c & 75c. 


STAGE DANCING TAUGHT LADIES. GEN- 
tlemen and children; competent teacher. 
_BLANCHARD HALL, ‘studio 317. 


STREET WORK — FOR > SALE, GRAVEL: 
above grade on graded street. 11TH — 


JASMINE ST., Pico. 
PICTURE FRAMING, WALL-PAPER. GO TO 
factory. J. C. LITTLEPAGE, 33 S. 
CIRCULARS, ENVELOPES, ETC., DIRECT- 
os: copying done. 233 W. FIRST ST., — 


GOOD PAINTING AND PAPERING. REA- 
_ gonable: references. WALTER, 627 S. Spring. 
1609 NEAR 
city. Address L. WILHELM, 826 S. Main. 
FOR WINDOW SHADES GO TO THE FAC- 
tory; mattings. 222 W. SIXTH. Prices right. 


‘AT EBINGER’S HOT BREAD EVERY DAY 
at 2p.m. Pastry a specialty. 


W ANTED— 


| 


Help, Female. 


aged, reliable, intelligent Amer 
very pleasant home; 


WANTED—LADIES 


Orange Syrup; $2. per. 
paid, cash eyery 
eent stamp’ CALIFORNIA 
SYRUP CO., San Francisco, Cal. 


ricots next month. 


WANTED—SALES 
clerks, housegiris, cooks, 
Waitresses, second girls, 
clerks. 312 STIMSON BLOCK 


LA 


BVEREW HERE 
distribute samples and advertise California 
day .and expenses 
week’ pafticulars for 2- 


WANTED — THIS MORNING, BOY WITH 
wheel to deliver parcels. THOS. B. HENRY 
& CO., 734 Spring st. 30 

WANTED — STENOGRAPHER AND D GEN- 
eral clerk; low salary to commence. Apply 
_582 LAU GHLIN_ BLDG. 30 

ANTED— 


WANTED A MIDDLE- 
wan lady; a 
light work and smail 
wages; for a father, son and nephew; with- 
refer- 


in city limits; gasoline stove used; : 
ences required, Address ‘box 208, 
_ BARBARA. 


ORANGE 


junior 


WANTBPD—THE ADDRESS OF 500 WOMEN 

and girls who will come and help us cut ap- 
Write for particulars. 
PIRU FRUIT RANCHO, Piru City, Cal. 8&§ 
DIES, OFFICE 
chammbermaicds, 
nurses, 


WANTED — YOUNG GIRL ABO 


family. Address A. M. R., 


good places: 


MISS DAY, 121% S. Broadway. 


ply $49 MAPLE AVE. 


UT 14; 


housework for home at Longe Beach; 2 


WANTED — HOTEL “AND HOUSE P: 
office open till noon today. 
30 
WANTED—YOUNG WOMAN WHO THOR- 
oughly understands the care of babies. 


DO 
in 
LONG. BEACH. 


Ap- 
30 


WANTED—TO GIVE A 


GOOD HOME TO 


a lady in return for her company. 319 W. 
17TH. 


ANTED— 


nicely furnished housekeeping 


ing, for rent. THE ROWLAND, 


Help, Male and Female. 
WANTED — MAN AND WIFE TO OCCUPY 


suite of 


rooms; woman to do housework, no cook- 
s. 
0 


ANTED— 


WANTED — SITUATION 


is experienced: well 
furnish best of references. 
89, TIMES OFFICE 


Situations, Male. 


BY YOUNG MAN 
as book-keeper, correspondent or office man; 
acquainted 


and can 
Address J, box 


WANTED — SITUATION 


country. Address K. B. 


Broadway, Los Angeles. 


715 


an@do housework: 
box 48, TIMES OFFICE. 


 — 


to do excellent cooking: have 


8. Grand. 


mendation. HANRY, Japanese 


WANTED — BY PROTESTANT JAPANESE, 


BY JAPANESE 
cook or waiter, 10 years’ reference; city or 
EAGE, s. 

WANTED — A SITUATION AS PRIVATE 
chman or on a private place; can garden 
references. 


recom- 


man, 
FI 


sober. 
OFFICE. 


small WM. MARS 


Diego. 
WANTED — EXPERIENCED 


wages. 


ences. 
office. 


WANTED — SITUATION 


723 
1 


WANTED—A SITUATION IN A MACHINHD 
shop or work around an enginé; young 
Address R, box 50, TIMES 

30 


WANTED—POSITION IN COUNTRY TOWN 

by a first-class job and news printer at 

HALL, San 


JAPANESE, 

good cook, situation: many Qaklahd refer- 

Address HAMADA, R, box 49, Times 


BY JAPANESE, 
first-class cook, for nice family in the city. 
YOKOYAMA, 520 Buena Vista st. 


Address 8S. 


ANTED— 


want position, man as 


88, TIMES OFFICE. 


Situations, Male and Female. 
WANTED—JAPANESD MAN AND 


WIFE 
first-class cook, 
wife to do second work. Address N, box 

30 


W ANTED— 


Wages $20 or 
ences. Call 852 & HILL. 


Situations, Female. 


WANTED — SITUATION BY FIRST-CLASS 
German girl as general housework or cook; 
$25; can give best of me 


WANTED — A YOUN( 


day. 

WANTED —HOTE 

help. MRS. SCOTT & MRS. 
. Broadway. Tel. 819 main. 


HA 


“BROADWA 


$1.25 


3444 S HILL 


A YOUNG PNGLISH WOMAN 
desires a place to care for children; refer- 
ences given. Address R, box 14, TIMES 
3u 

WANTED—A FIRST-CLASS DRESSMAKER 
wishes engagements in families, pe 
Address P, box 70, TIMES OFFICE. 30 
‘L AND HOUSEHOLD 
WLEY, 


r 
254 
30 

WANTED-SITUATION BY a FIRST-CLASS 
man cook, Raed or country. Call at = 


WANT ERPERTENCED WIDOW 
take charge of child, charges reasonable. 


good reference. 729 8. 


WANTED—A WANTS SHC- 
ond work or chamberwork. Call at 625 Db 


FIFTH 8ST. 

WAN PED-—SITUATION AS COPYIST: ¢ 
references. Address q OCKE, 499 
_Belmont. 


WANTED—A GIRL WISHES 
HOPE ST. 30 


Male. 
BROS & 
EMPLOYMENT AGENTS. 


A Kinds “or first-class, reliable n All 
kinds promptly tur furnish ~~ 


900-202 W. Second st., basement 
Cahfornia Bank Puilding. 
Telephone 609. 


(Office open from 7 a.m. to 7:30 p.m., ex- 
cept Sunt Sunday.) 


MEN'S DEPARTMENT 
Combined harvester runner, $3 and board; 

milkers, $25 etc.; 2 tunnel men, $2.50 day: 

coal miners, 60c ton: section oe $75 
, month; harvester driver, $1.50 etc.; herd 

boy, $i2 ete.; men for hay and ’ grain 
/ Yanches, $1 ete. : blacksmith, $2.25 day, $30 
etc. month, $35 etc. month: pan man or 
amalgamator for silver mill, $3.50 day; 
teamster, $1 etc.; tinner.and cornice maker, 
$3.50 day, for Arizona: 3 hay balers, So th- 
wick press, 10c etc. ton, 3 months’ job; 
butcher and sausage-maker, 345 etc.; young 
man, machinist, $1.50; operator, ready-made 
clothing, men and women; ranch hands, 

etc., $25 etc., $26 etc., etc., etc., etc, 

MEN'S HOTEL DEPARTMENT. 

Second baker, $7 week: dishwasher, $15; 
waiter, $7 week: ranch cook, $15; bell boy. 
$10; laundry washer and engineer; cook and 


second, $95;" all-around coox, hotel, $40; 
ranch cook, $25. 

HOUSEHOLD DEPARTMENT. 
Two German cooks, $25; cook, $25; French 


housegirl, 


$16; ranch cook, $16; cook, River- 
side, $25: 


housegirls, El Monte, Norwalk, 
Palm, city. $15, $20 and $25 
LADIES’ HOTEL DEPARTMENT. 

Pastry cook, country, $35; cook, $4.50 

week; cook, country, $30. 

30 HUMMEL BROS. & CO. 

WANTED—RECRUITS FOr CHE UNITED 
States Marine Corps, United States Navy; 
able-bodied, unmarried men, between the 
ages of 21 and 25 years, who are citizens of 
the United States or those who have legally 
declared their intention to become such; 
‘must be of good character and habits and 


able to speak, read and write English, and’ 


be between 5 feet 4 inches and 6 feet 1 ftnch 
in height. For further information apply at 
the RECRUITING OFFICE, 40 Ellis st., San 
Francisco, Cal. 

WANTED — SALESPEOPLE 
“Life and Achievements of Admiral 
Dewey" by Murat Halstead; size -8x10; 
nearly 600 pages, 200 illustrations; beauti- 
ful book: only $1.50; agents clearing from 
$6 t6 $50 a day: enormous demand tor 
Dewey is coming home; big profits guar- 
anteed: freight paid; credit extended; out- 
fit free. NATIONAL BOOK CONCERN, 
_ Dept. 12, Chicago. 


WANTED—MEN EVERYWHERE TO DIs- 
tribute samples and advertise California 
Orange Syrup; $2 per day and expenses paid, 


FOR THBP 


cash every week; particulars for 2-cent 
stamp. CALIFORNIA ORANGE SYRUP 
CO., San Francisco, Cal. 


WANTED — STEADY MAN AS CLERK IN 
large country store; dry goods, shoes, fur- 
nishings. a week to right man: give 
full particulars in application, and inclose 
stamp. Address R, box 4, TIMES ao 


WANTED — MEN POR RAILROAD WORK 
at Santa Darbara; ship every morning on 8 
o'clock train. P. J. M’CORMICK, room 151, 
Wileon Block. 


WANTED—A YOUNG MAN OF GOOD AD- 
Gress; one acquainted. with carpenter or 
cabinet work preferged. ¢€49 SPRING 


WANTHD—SALESMEN AND OFFICE MEN 
requiring good situations tu vt or coun- 
try, inquire 312 STIMSON BLOCK, 30 


ANTED— 


mer campaign. 
now published by The Curtis 


Journal, is offered to subscrivers 
only for $i—the regular price is 


after that date. 


best agents; 
at $1 each per year. 


secured. Address THE CURTIS 


Company, proprietors of The Ladies’ 


$2.50. 
offer is for the purpose of a quick introduc- 
tion, and will be withdrawn September 1. 
The regular price of $2.50 will be maintained 
We will give a,\good com- 
mission for every subscriber secured, and 
distribute $3000 September 1 among the 176 
$500 will be given -the person 
sending the largest number vf subscribers 
At this special low 
subscription price thousands can be easil 


Agents and Solicitors. 
FF ALAS 2 OF 
WANTED—AGENTS FOR A SPECIAL SUM- 
The Saturday Evening Post 
(established by Benjamin Franklin in 1728,) 


Publishing 


for 1 


PUBLIS 


ING COMPANY, Philadelphia, Pa. 


Home 
ear 
his 


W ANTED— 


To Purchase. 


household goods, carpets, 


THEWS , 454 S. Main. Tel. 
WANTED — OLD BUILDING. 
doors, 
etc.; 
ING, 


‘also hay and wood. 
223 E. Seventh, 11 a.m. 


WANTED — HIGHEST PRICE PAID FOR 


paby bug 
trunks and miscellaneous articles. 


green 1225. 


eg, 
AT- 
30 


LUMBER, 


windows, brick, plumbing material, 
PERRY WHIT- 


phaeton for_ $25: 


HENSZEY, 720 W estlake ave. 


tine engine, 3 to 6-horse power. 
box 15, TIMES OFFICE. 


and lot in Long Beach. 
TIMES OFFICE 


mill near Mojave. 
Broadway. 


WANTED — A JUMP-SEAT SURREY OR 
must be in good order. 


SECOND-HAND GASO- 


WANTED — STORE FIXTURES, 
en. doors and windows. 216 E. FOURTH 


WANTED — OLD POSTAGE 


WANTHED—TO PURCHASE SMALL ] 
Address R, box 10, 
30 


WANTED—TO PURCHASE 5 OR 10-STAMP 
L. H. MITCHEL, 135 8. 


SHOW 


STAMPS FOR 
cash. Address T. box 74, TIMES rice. _ 


ANTED— 


gates 


CHAMBER OF COMMERCE. 


WANTED—PERSONS HAVING ROOMS OR 

accommodations suitable for N.E.A. dele- 
lease call or send address room 5, 


ANTED— 


To Rent. 


WwW 


Toi 


dren) would tke 


OFFICE. 


Tikes 


WANTBED— RELIABLE COUPLE (NO. CHIL. 
Cellent care for us 
furnished ‘house. Address R, box 9 


— 


ANTED— 


Partners. 


WANTED — PARTNER FOR.SALOON AT 
San Pedro. Call RUSS HOUSE OFFICE. 31]' 


ANTED— 


Miscellaneous. 


not over 7 years old; 
ferred: 


some prize to prettiest one. 
PORTRAIT | 


blue-eyed boy, 18 months old, 
box 88, TIMES OFFICE. 


PRP LPF PP LP LL LL LD LD PLLA LL 
WANTED—THE PHOTO OF BOY OR OTP le 
long vurly hair 
same to be ‘enlarged and use 
our studio as sample; photo returned; hand- 


CHEMICAL 


i room 11, 316% 8. Spring. 36 
WANTED — SOME GOOD, WELL-TO-DO 

family to adopt a healthy, smart, legitimate 


| For 


SALE— 


City Lots ana Lands. 


FOR FOR SALE— LOT ‘ON FLOWER_ ST., CLOSE 
to Ninth, 50x150 to alley, $2100: 30x165 ; 
Grand, close to Sixth, $2200. See OWNER, 
1035 Santee, after 6 p.m. 30 * 
FO RSALE—BIG SNAPS, LOT W. ADAMS 
st.. $575; grading paid, two lots, ron st., 
Traction cars, $950 both. F B. LDER- 
SON. 136 8. Broadway. 


FOR SALE—2 LOTS, BEAUTIFUL TOGA 


tion, cheap. on easy terms. 1026 8. Flower 
_ st., OWNER. 7 


Country Property. 


FOR SALE — ARIZONA SHEEP RANGE. 
First-class sheep range in Northern Ari- 
zona; plentY of water and agg splendid 
shelter for winter; very w sheep on 
range, and ranches control it completely; 
one ranch has good buildings and corra'‘s, 
large pasture with first-class 4-wire fence 
(about four hundred acres;) hay vega that 
will cut about 60 tons good hay; splendid 
watering place, and very suitable for lamb- 
ing ground, 160 acres titied land to this 
place; mountain ranch has no title, being 
outside survey lines, but my title has never 
been questioned; splendid water and mil- 
lions of grass; two ranches together would 
make ideal sheep property; will sell cheap 
and take part pay in ewes; correspondence 
solicited. Address P. O. box 334, a 
_NIX, Ariz. 


FOR SALE — ON LINE OF SALT TAK 
Railroad, Nevada State lands: rich soll, 
flowing wells, fine climate; can raise an 
thing; $1.25 per acre; railroad now buil 
ing, will make land very valuable: bank 
send stamp for information. 

KIRBY, 417 Stimson Blo 

NEAR OAK GROVE AND 
Warner ranch; a very choice school sec- 

tion; lies pretty in valley; good water and 


Land Burea 237 W. First. Headquarters 
California school and government lands. 30 
FOR SALE—FRUIT LANDS IN RIVERSIDS 
county, bearing orange and deciduo 
fruit orchards; choice unimproved lands; 


“prying income can be derived from 
these the ear. Address HEMET 
LAND CO., 10 8. Broadway, A. 


FOR SALE—$4000; 240 ACRES DAMP LAND, 


FOR SALE—MEXICAN PLANTATIONS, ALL 
FOR SALE—CHEAP. AT FERNANDO, 


SALE — $1350; 


this county, no alkali; 100 acres meadow, 


fen and cross-fenced: fine for corn or 
alfalfa: magnificent stock ranch, terms. 
ADAMS, 217 New High. 30 


kinds, easy terms; bargains: MEXICA 


AN 
_ IMPROVEMENT CO., San Francisco. 


5 
2 
lots, men? Aepot. 
TON ST., 11 


VALLEY 
ome, 1% acrés, convenient, cheap. C. B. 
31 


corner building 
Inquire 363 PATT 


_WI LLIS, _Colegrove- 


FOR SALE— 


sewer; lot 44x171; price $1550. 


OR SALE— 


Houses. 


New 2-story house, No. 1221 
very attractive: 
125; price $2700. 


W. 12th st.; 
7 rooms and bath; lot 50x 


FOR SALE——— 

New 2-story house, No. 2428 Michigan 
ave.; 7 rooms and ba bath, modern throughout; 
both @as and electricity: near car line; lot 
42x156; price $2400. 


FOR SA SALE——— 
5-room cottage,, No. 2424 Michigan ave.; 
orice throughout; very healthful location ; 


FOR SALE 

New house, No. 1846 Pico st., near West- 
lake ave.: 6 rooms: connected’ with sewer; 
lot fenced; price $2700. 


——FOR SALE—— 

Cottage, No. 1016 W. 22d st.: contains 7 
rooms, with barn and corral {nf rear; mod- 
ern. plumbing, porcelain bath; house’ newly 
and handsomely decorated; price 


FOR R SALE 
New 4-room cottage on Albany st., just 
south of Ninth st.: plumbing connected with 


R SALE——— 
New and attractive house, 1394 Orange 
st.; reception hall and 6 rooms; modern in 
every ‘particular; lot fences: $2600. 


——FOR SALE——— 
New 2-story residence, No. 139% Orange 
st.; reception hall and 6 rooms, polished 
floors, porcelain bath; - good cotter; Price 


FOR SALE——~— 
New 2-story house, No. 1520 Ora 

rooms; han me mantel, polish 

lot 4oxi17 to 20-foot t alley; price $2650. 


—FOR SA 
No. 426 “Hays st.. Kast Los Angeles, 5 
rooms, tinted walls. mante', bath and other 
plumbing; lot 38x110; 0; price $1250. 


GEO. W. STIMSON, 
202-204 Laughlin Bldg. 


st.: 6 
floors; 


30 


FOR SALE—BARGAIN: HOSPITAL, SCHOOL, 


GEO. 
> 30 202-204 Laughlin bidg., Los Angeles, Cal. Cal, 


hotel building; 20 large. handsome rooms, 
spacious hal's, mantels, cellar; barn; yards; 
lawn; cor. Seventh and Kohler sts. 
WIESENDANGER. 216 Ww. First st. 


FOR SALE — 10-ROOM HOUSE WITH 2 
acres land: also 2.4 acres orchard, and 
building; adjoining new city limits; a big 
bargain for some one. See H. B. BOTS- 
_FORD, Highland Park, Cal. 2 


FOR SALE—HANDSOME 10-ROOM MOD- 
ern home, finely furnished, beautiful 
grounds; in most desirable part of city: 
price $11,000; rent ag per month. Call or 
_write 152 N. SPRING ST. 1 


FOR SALE—NEW 7-ROOM 1] HOUSE, NICE 

lot, all fenced; cement walks and curbs: 

strect graded; now honestly this is worth 

A $2200 See BE. A. MILLER, 237 
irs st. 


ae SALE — TO SAVE FORECLOSURE, 

$1800; 1% acres in city limits; 2 houses, 4 
and 7 rooms, cheapest pieco in the city. 
J. C. OLIVER, 214 8. Broadway. _ ‘0 


FOR SALE—AT A SACRIFICE, FINELY 
finished and decorated new house. OWNER 


going east. Apply 923 BURLINGTON AVE., 
near Ninth 30 


6-ROOM 
colonial cottage, new; everything first- 
class. 1131 WALL _S8T., near two car lines. 


$3000—FoR SALE—AT LONG B BEACH, A 
snap if taken before June 1; $500 income. 

Address Box 225, LONG BEACH. 

FOR SALE—MODERN 2-STORY HOUSE OF 

a, rooms and barn. Apply 932 W. 16TH 


OR SALE— 


Suburban Preperty. 
FOR SALE— 


A suburban home in beautiful Pasadena, 
situated on north side’ of Columbia st., 
near entrance to Raymond Hill grounds: 
location elevated: a grand 
view; reception hall, rooms and cellar; 
polished floors, 3 secatelee good plumbing: 
lot 69x200; one can share the benefits of 
beautiful ‘Pasadena and at the same time 
be within a few minutes’ ride of the busi- 
ness center of Los Angeles; price $3750; 
this property will increase in value 


FOR SALE~— 

The beautiful corner of Fair Oaks ave. 
and California 
strictly modern 
Ave, rooms, 
floors; frescoed 
etoa.; lot 


attract- 
polished 
nd tinted walls; mantels, 
772x200; price 83700 


W. STIMSON, 


‘OR SALE-- 


Business Property. 
FOR SALE— 


| 


NOT A MYTH | 


WE HAVE ie | BEST BUY BY FAR 
ON BROADWAY TODAY. WE BELIEVE 


THERE IS_ $25,000 IN IT WITHIN 12 
MONTHS, AND IT PAYS NOW 6 PER 
CENT. NET. 


SOLE AGI | AGENTS. 


ONLY THROUGH us 
CAN YoU B BUY IT. 


Ww. M. ¢ GARLAND & CO., 
Suite 214, Wiltox lock. 


C LHIROPODISTS— 


wood, 75e — for certificate. WISEMAN’S } 


OR SALE— 


AAAAAA ARAL LLP ALLL LP 
FOR SALB—JUST RECEIVED, A CAR OF 
the wonderful Crown Pianos, latest ani 
finest design; nothing so fine ever in this 
city before, also a car of Schubert pianos, 
just received. To relieve our crowded con- 
dition will sell a few at sacrifice igares- 
o “dust on these pianos."’ E. G. ROBIN- 

_ gon, 353 S. Broadway. 
FOR SALE—PURNITURE, CARPETS AND 
other household goods, for cash, or on 
time payments; we will fit up your house 
complete on weekly or monthly payments; 
you can get your outfit cheaper from us 
than elsewhere. LOUDEN & OVERELL, 
538-540 Spring st. 30 


OR SALE — GOOD, "PRODUCING KLON- 
dike placer claims for sale cheap; 
year’s clean-up will pay for property; 
title perfect; terms reasonable: owner com- 
pell to return to United States; princi- 
Address P, box 36, TIMES 


FOR SALE—SHOWCASES, , ALL SIZES; 
counters, shelving, doors and windows; we 
buy and sell; glass for sale; we do giaz- 
a Ring up green 973. 216 E. FOURTH 


FOR SALE — AT A SACRIFICE, 3 GOLD 
mines, average width of vein 8 feet: aver- 
age assay, £19; water power and wood 
abundant. M. j. L. WICKS, _ Hellman Bicck. 


FOR SALE — ONE OF THE NICEST 
coupes, family or lady carriages 
city; cost $750: price $250; fine $300 surrey, 
_ $100. BROWN’S LIVERY, Hoover and nd 3ist. 
tt SALE—EMPTY INK BARRELS; IRON- 
» Oak staves and heads; can 


cleaned out and used for any  atecaes 500 
each. THE TIMES-MIRROR CO. 


FOR FROM SOME OF THE 
largest, most carefully selected thorough- 
bred White Leghorn hens on this Coast, 80c 
setting. 1907" ADAMS ST. 31 

FOR SALE—CHEAP. SHOWCASES, COUN- 
ters, shelving, doors and windows. We bu 
_ and sell. 231 E. SECOND. Tel. black 1 


FOR SALE—CHEAP; LIGHT HARNESS, oR 
will trade for light spring wagon or cheap 
horse. 712 E. 10TH ST., near San Pedro. 20 


FOR SALE—AN “ALASKA” REFRIGERA- 
tor; cost $22; at a sacrifice; used only one 
season; good as new. 327 S. MAIN. 30 


FOR SALE—FIRST-CLASS | CUNNINGHAM 
landau; can be seen at 70 LORADO 


_ST., Pasadena. ' _L. Hoag. 


FOR SALE—LUMBER, DOORS, TIN ROOF- 
ing, etc.; also 1600 feet 1%-inch Water pipe. 
WHITING, 223 BE. Seventh. 


this |}. 


LET— 
Houses, 
TO LET — TO DBSIRABLE TENANTS 


only, new, modern 6-room house, hall, 
bath and screen porch; hardwood finish; 
tinted walis, porcelain tubs; electric fix- 
tures, screen and shades; cement walks, 
ete.; well located, near University, Main 
and Traction cars; rent only $10, includ- 
ing water. Apply to WRIGHT & CAL- 

“LENDER, 360 8. Broadway. 

TO LET—$10, 6 ROOMS, BARN, 709 KOH- 
ler; $10, 6 rooms, barn, 924 Towne ave.; 
$7.50, 5 rooms, bath, 771% Merchant st.; 
$7.50, 5 rooms, barn, 756 Merchant st.; $15, 
8 rooms, barn, porcelain bath, 907 E. Ninth; 
$6, 4 rooms, bath, 426 E. 21st st.; $50, 20 
large rooms, hotel, 1117 EB. Seventh. T. 

WIESENDANGER, 216 W. First 


TO LET—ONLY $9, INCLUDING WATER, 
5-room houses on University car line near 
and Hoover sts. 
WRIGHT & CALLENDER, 
: 360 S. BROADWAY, 
TEL. MAIN 808. SOLE AGENTS. 


TO LET—BEKINS VANS AT 7c, 
$1.25 per hour; a 2-story »brick warehouse 
for household goods. I shi 

4 ints at cut rates. BEKIN 
VAN ORAGE, 436 Spring. Tel. 
M. 19. Res., Tel. black 1221... 

TO LET—HOUSE $ ROOMS, 320 S. OLIVE; 
cool and commanding view of city; also 7: 
room house, corner Villa and Wilson ave., 
Pasadena. Address OWNER, box 137, 
Pasadena. 


TO LET — CLOSE. IN, NEW 2-STORY Y &- 
' room house, furnace, set rangé, gas and 


electricity. Key at GROCERY corner Ninth 
and Maple. 


TO LET—3 ROOMS, FURNISHED OR UN- 
furnished, gas and bath, private home; 
terms reasonable. 958 ORANGE 8ST. % 


TO LET—7-ROOM COTTAGE, WITH ALL 
ern improvements. nquire corner 
SEVENTH and ALVARADO 8. 31 
TO LET—4 COSY ROOMS, BATH, SCREEN 
porch, electricity, ‘ee and water; near 
Sixth. 612 CROCK 


TO LET—CLOSE IN. 7-ROOM COTTA 
19. 520 W. THIRD ST., bet. Olive “and 
rand; house open. 
TO LET—MODERN FIVE-ROOM (House: 
719 EB. 10. Inquire Tal 


$i AND 


TO LET—MODERN HOUSE, 5 ROOMS, 
bath. pantry, coal, gas range, large yard. 
731 TEMPLE. 30 


FOR SALE—i6 CARPETS YET FOR SALE 
at 635 S. MAIN, and more coming; 12 to 2 
p.m. daily; no dealers. 30 


FOR SALE—2000 NAVEL ORANGE TREES, 
2-year buds: clean, healthy. WM. BAY- 
LES, Alhambra, Cal. 


FOR SALE—A 2-STAMP MILL, BOILER 
and engine; nearly new, a bargain. PLATT 
_ 216 W. First st. te 


FOR SALE—CHEAP; FIRST-CLASS LIGHT- 


TO LET—4-ROOM HOUSE CLOSE IN, 


$10, 
water paid. DELL MARCHER, 
Spring. ~ 


355 South 


TO LET — MODERN COTTAGE, FUR- 
_ Stable. or unfurnished. 503 W. 21ST ST.; 
stable 31 


TO LET—6-ROOM COTTAGE WITH BATH, 
improvements. Inquire 138 


TO LET—5-ROOM COTTAGE, 606 E. ST: 


SIXTH 


ning hay press, new. Address H, box 46, $11 a month, including water; all 
TIMES OFFICE. fenced. 30 
FOR SALB—FIND COLUMBUS TRAP IN | TO LET—MODERN 7-ROOM UPPER FLAT, 

at a bargain for cash. from Times office. m5 N. OLIVE 


FOR SALE—FINE FIELD OUTFIT 


complete; very cheap. WADE WADE, 
39 

FOR SALE—5300 VIM CACTUS-PROOF 
Lires, $6 pair. BURKE BROS., 432 S. 
pri ing. 


FOR SALB—CHEAP, 45-70 WINCHESTER: 
new mocking-bird cage. 1007 W. AD _ 


‘FOR SALE — SCREEN DOORS, WIN- 


_ dows, 35c. Adame, 742S. Main. Tel. red 1048. 


OR EXCHANGE— 
Real Estate. 


PIAA LP AAA 
FOR EXCHANGE~ 
£12,000 STOCK RANCH Of 
480 acres, stock ranch near Escondido, 200 
acres plow land; balance rolling pasture 
land; large famtiy orchard, l5-acre vine- 
y ; winery, ‘ted of water, good house, 
close to school, to exchange for Los An- 
geles or vicinity of equal value. 
HOLLINGSWORTH @& CoO., 
343 Wilcox Bldg. 


For EXCHANGE—I HAVB A LARGE BA) 
of desirable properties fn this State that 
can be exchaneg¢ advantageously for east- 
ern; | also bave a list of eastern that can 
be exchanged for California; come to see 
me if you want to trade. C. W. CONWAY, 
311 Bradbury Block. 

FOR EXCHANGE—THAT NICE 6-ROOM 
cottage, 1220 Fedora st., Pico Heights, for a 
lot; t is proposition affords you a chance to 


get a home c f you have a lot and 
will aseume. eo W. G. BLEWETT, 406 
_ Broadway. 


FOR EXCHANGE — $20,000: WORTH DOU- 

ble; 3000 acres Oregon, clear, 400 cultivated, 
1006 meadow, 1000 fine timber. good bu'ld- 
ings, stock range. R. D. LIST ST, 221 Wileox. 


FOR EXCHANGE — NEW iW HOUSES IN 
choice location: $3500 to $6000: want Iots, 
, land; Pasadena, or eastern proces. HOL- 
"WAY & CO., 30R Henne Bldg. 

FOR EXCHANGES—5 ACRES WASHING- 
ton navel orchard tf bearing, good t-roum 
house, at Lamanda Park. Address R, box 
8 TIMES OFFIC 30 

FOR EXCHANGE—A GOOD 7-ROOM HOUSE 

with small incumbrance ben for a 


ood clear lot. W. EWETT, 406 
_ Broadway. 
FOR EXCHANGE- —-HUNDREDS UF PROP- 
_attien. BEN WHITE. 235 W. Firat st. 
w APS— 


All Sorts, Big and Little. 


PALL 

FUR EXCHANGE—WILL TRADE OR SELL 

ih one $35 mandolin and leather case; 

1 Smith & Wesson revolver: latest patent, 
38 caliber. Cail 247 WILCOX BLOCK. 


FOR EXCHANGE—GOLD-FILLED WATCH, 
Elgin movement; want bicycle. 


O, box 63, TIMES OFFICE. 


FOR EXCHANGE-NICE ‘OIL PAINTING, 
about 4x6: value $50, for something e'se. 
221 W. 30TH ST. 30 


LET— 
Rooms. 

TO LET — FURNISHED ROOMS WITH - 
privilege of light housekeeping; 345 Ocean 
ave., between Oregon and Arizona aves; 


rates reasonable. Call or address “AD- 
VERTIZER,” Santa Monica, Cal. 4 


T) LET— ‘THE NARRAGANSETT,” 423 §. 
Broadway, under new managemefit; modern 
in every department: sin or en suite, 
with private bath; public baths free. First- 
class transients desired. 3 


TO LET—DINING-ROOM, KITCHEN AND 


rent $12; 
BROA DWAY, * aes 4 to 5 any day this 
week. 


TO LET — AT THE “WATAUGA,” 125 a 
Broadway; new management, central, 
quiet, first-class; large, sunny rooms, with 
or without baths. 


"Phone green 1893 ll 
TO LET—2 SUNNY ROOMS, FURNISHED 
complete for housekeeping; 


gas stove, 
porcelain bath, telephone, use of parlor; 
barn if desired. 


1205 S. OLIVE ST. 1 


—_ 


other rooms at summer rates; parlor, bath, 
¢ gas, etc.; THE ‘opposite Peo- 
ple’ 9 store. 138% N. Spri 30 


TO LET— -ROOMS, OR SUITE: 
best-furnished house in city; summer rates; 
housekeeping privileges; etrictly first- or 


327 S. MAIN 


To FURNISHED pf $12 
and free for cookin house re- 
spectable, he MACKENZIE, 8274 S. Spring 


LET—NEWLY FURNISHED ROOMS, 
private house, cheap to adults. vy Ot CALI- 
FORNIA 8T., bet. Broadway and Hill 
TO LET — FROM $3 UP, FINELY 
furnished rooms; baths housekeeping 
suite. THE ‘1012 Temple. 30 


TO LET — HOUSEKE&PING ROOM, 
large pantry and clothes press, $6; or one 
bedroom, $5; no children. 316 CLAY ST. 30 


TO LET — 10 WELL FURNISHED CON- 
necting rooms, $22.50 per month, close in. 
Address R, box 13, TIMES OFFICE. 30 


TO LET-NICELY FURNISHED SUITE 
and furnished rooms, $1.50 up. HOTEL 
DELAWARE, 534% 8. Broadway. 30 


TO LET —3 ROOMS, FURNISHED FOR 


recond fiodr; no children; 
HILL. 30 
LET — LARGE UNFURNISHED 


with closets and bath, $6 per 
120 W. 16TH! 8T. 


TO LET — “LARGE, SUNNY, 
rooms, $1, $1.25 and $1.50 per week. 503% 
W. SIXTH ST. 31 


- 


TO LET—-FURNISHED, SUNNY SUITE FOR 
housekeeping, $2 week. 119% Ww. FIRST, 
near Spring. 30 

“outide; — 4 UNFURNISHED ROOMS, ALL 
private family; onty $10. 


— 3 FPURNISHED ROOMS FOR 
in cottage, 1242 TRENTON 


TO LET—4 ROOMS, WITH 


_with barn,- $11. 908 SAN PEDRO 


TO LET—-NBEATLY FURNISHED 
per week. 618% 8. SPRING ST. 


CHIROPODY AT VACY STEER’S HAIR 
PARLORS. 124 W. Fourth st 


TO LET—PURNISHED ROOMS, Be. 125 
| LOS ANGELES 18 


TO LET—A HOUSEKEEPING SUITE, ALSO. 


TO LET — 6-ROOM COTTAGE, MODERN 
improvements, $17. No. 833 MOORE a: 


TO LET—COTTAGE. 4 ROOMS. TRACTION 
_line, _water paid, $7. Inquire 775 W 16TH. 


TO I LET—6- ROOM COTTAGE, 606 E. SIXTH 
» $11 Tent, including water. 


“LET—CLOSE IN, 3-ROOM HOUSE. 
_BOYD ST. 


0 LET— 


Furnished Houses. 


TO LET—FOR SUMMER SEASON, COM- 

oan furnished 4-room cottage at San 

Pedro; grand view of both inner and outer 

harbor. GEO. H. PECK, Bank of ws 
ro. 

TO LET — IN PASADENA, COMPLETELY 
furnished 4-room cottage, neur electric ear 
line, 1% miles from business center: low 

_price. Address P, box 99. TIMES OFFICE. 

TO LET—A NBATLY FURNISHED 5-ROOM 
cottage on Coronado st., near Westlake 
Park, price $27.50 per month. EDWIN 
SMITH. 49% Stimson Block. 5 

TO LET — FWRNISHED COTTAGE FOR 
rent three months to reliable parties; rent 
reasonable; no children. 523 W. E'GHTH. 


3 


TO LET — 8-ROOM FURNISHED HOUSD 
with bath, gas, gas range, etc.; also barn 
and tawn. 319 W. 17TH. 


TO LET—12% HILL ST., MY “HOME, 
new, modern, 5 rooms, completely fur- 
nished. 31 

TO LET — COZY 3-ROOM COTTAGE. FUR- 

nished for housekeeping. 303 E. SIXTH ST. 

39 


TO LET — 5-ROOM FURNISHED FLAT, 
close im; _gas. TAYLOR, 104 Broadway. 36 


T° LET— 


Fiate. 
TO LET—FOUR 5-ROOM FLATS WITH 


bath, gas and electricit water 
ae care of lawn: Nos. S. Hill 
Ninth st. 1B at PRIVATE 


OFFICE Hotel Van N 


TO LET—FINE NEW 6-ROOM FLAT, 5%3 
Figueroa: nicely papered: electric lights, 
shades. MARCHER, 355 ‘Spri ng. 

TO LET—315 CALIFORNIA, NEAR HILL; 
modern, 5 and 6-room flats; rent $14 and 
$16. Apply 322 CALIFORNIA. $1 


T—$12; T, WELL FUR- 


uys. 


To. LET—$12; 3-ROOM FLA 
nished, complete for housekeeping. ae 8. 
‘HOPE, near Fourth, 

TO LET—3 OR 4 SUNNY, cNFURMEHED 
rooms at 721 WALL ST.; everything con- 
venient. 1 


O LET— 


Rooms and Ronrd. 


TO LET—BOARD AND ROOM FOR 2, NICE 
family hotel, close in, $3. per week 
each. Address R, box 53, TIMES OF- 

FICB. 30 


TO LET—NICELY FURNISHED ROOMS 
wi good board, homelike and select; 


terms reasonable. BROWN, 515 S. Olive at. 


TO LET ROOM WITH EXCELLENT 
home table, for 2 ‘gents in new, modern 
_home; telephone. 1037 7 S. HILL 8T. 1 


TO LET — LARGE, ‘PLEASANT ROOMS, 
with board; reasonable rates; attractive 
grounds; close ir in. 648 S. OLIVE. 20 


O LET— 


Stores, Offices, Lodging-houses. 


TO LET — STORE ON WASHINGTON ST. 
Inquire at 717 W. WASHINGTON ST. 31. 


O LET— 
Miscellaneous. 
TO LET — FOOTHILL FRUIT RANCH, % 
miles out; 6-room house, §100, for six 


in advance. Inquire COLLINS, 
. SIXTH. 


OST, STRAYED— 


And Found. 


LOST—SATURDAY AFTERNOON, MAY 13, 


between First and Spring on and to the end 
of Ninth-st. car line, a black ostrich- 
feather boa. Finder kindly leave it at N. 
B. BLACKSTONE'S, Third and Spring. | 30 


LOST — SUNDAY EVENING, WATCH FOB 
with watch ring in the vicinity of Tenth 


and Hill sts., or on University car. Return 
W. H. ALLEN, 229 Douglas Block. 


LOST—BETWEEN GOR. 28TH AND FLOW- 
er sts. and downtown, pacaxage containing 
white lawn night dress; reward. Return to 
MRS. SULLIVAN, 207 §, Broadway. 

LOST—FOX TERRIER DOG; BLACK EYES, 
one black ear’and black tail: had collar on 
with licengre when lost. Return to OWNER 
and gét reward, 438 West ake ave. 


LOST—ON SPRING ST., SATURDAY NIGHT, 
a black beaded jet rubber belt. Finder will 
be tewarded by leaving same at room 315, 
BLANCHARD BLDG. 30 

LOS LADY'S GOLD WATCH, NEAR 
Church of the Angels. Garvanza, Sunday, 

May. 28. Leave at TIMES OFFICE. Suit- 

able reward. 30 


LOST — PLAID CAPE Witt HOOD, BE- 
tween Main and Echo Park. Finder re- 
to 646 S. SPRING, and receive 


AMB TO MY PLACE. AT 
huenga, on Sunday eveni May 28,3 mules 
and 5 horses. JOHN UA CASSO, 


Co.egrove P. 
30 
“LOST — PLAID CAPE WITH HOOD, BE- 
tween Main and Echo Park. Finder return 
to 64 646 S. SPRING and _receive reward. 


LOST—LAMBDA THETA PHI FRATERNITY 
in, shield shape; initials ‘‘F. F.’’ on back. 
eturn to 1 TI OFFICK. 30 

LOST T — ST. BERNARD “poG, ¥ HITE AND 


yellow. Return to 474 B. SCOND ST. Tel. 
green 51. Reward. 


FOUND—PURSE CONTAINING MONEY AT 


Westlake Park. Owner Com at 652 & MAIN 


MONEY TO LOAN— 


AN— 
MONEY TO LOAN. 


MONEY TO LOAN. 


To build homes, to life mortgages; reason- 
able rate of satael. on 6, 8 and 10-year 
loans; repayment monthly, like rent; no de- 
lays; no commission; expenses incident to 
loan nominal; no trouble to give you terms. 


Call on W. G. BLEBWRTT, secretary Prot 

tive Savings Mutual Building and an #.3- 

_ sociation, 406 S. Broadway. 14 
MONEY TO LOAN 

On furniture, pianos, 

reasonable rates. I make yoo 

with small expense. Sobtsess strictly con- 

fidential. Private office for ladies 


R. C. O’BRYAN, 
Suite 440, Douglas Blook. 
5 


TO LOAN—MONEY IN LARGE. OR SMALL 
amounts at lower rates of interest than 
others charge, on all: kinds of collateral 
security, diamonds, watches, jewelry, pi- 
anos, furniture, life insurance and al g 
collateral: partial payments received; 
money quick; private ce for ladies. G. 
M. JONES, rooms 1-2, 264 8. Broadway. __ 


TO LOAN—MONEY LOANED ON DIA- 
monds, jewelry, pianos, carriages, bicycles. 
and all inds of collaterpl security. We will 
loan yOu more money, less interest, and 
hold your goode longefgsthan any one; no 
commissions, appraisers, middlemen or bill 
of sale; tickets issued; storage free in our 
warehouse. LEE BROS. ¢ 402.3. Spring. 


MONEY TO LOAN wd ALL KINDS OF PER- 


sonal security, onds, watches, 
furniture, life-insurance or collaterals of 
any kind. We loan our owe money and can 
‘Make quick loans; private room for ladies; 
business confidential. CHA RLES W. AL- 
LEN, — 1156 and 117, Hellman B 

. Corner of 


A eOSRREL OF MONEY TO LOAN AT A 
reasonab of interest on dia- 
ewelry, pianos, furniture, 
organs, and all first-class security; money 
or ladies. 8. CREA 218 8. 

_ Broadway, rooms 207 | to 21 a 
TO LOAN—WE HAVE MONEY TO LOAN 
in armounts less —_ $1000 at.7 to 8 per 
sent. ; ; Over $1000 at 6 per cent.; loans on 
business propert at 5 per ce ent.; short 
— .On personal property. If you. wish to 
ICHARDS & 


row or loan please ceil R 
RICHARDS, RDS, 206 § Laugh! lin | Bidg. 


WHEN | YOU NI NEED MONBY, CALL - THE 
Syndicate Loan — ‘s office . Spring 
st., rooms 7-8. Loans: ds, 
money always on hand; 

MILLS, manager. Tel. . 583. 

UNION LOAN GO., ROOMS 113, 114 AND 115 
Stimson Block. Money to loan on eenonal 
property, watches, diamonds and household 
g0eds and on pianos without removal. Get 
our rates of interest. We will save you 
_money. Private ite office for ladies. 

$750,000 TO LOAN—_— 

G. agent the 
and Society, San Francisco. 
40 8. BROADWAY, nal Block. 


MADE TO SALA RIED PEOPLE 
holding permanent position, without secur- 


ity except their na 
ublicity. TRADERS’ EXCHANG 28, 
ryson Block. Tel. red 
MONEY TO LOAN ON ; L EST 
gums to suit at NON REAL 


able in monthly payments if desired. 
F. BOSRYSHELL. 107 8. Broadway. 


MONEY «LOANED SALARIED PEOPLE 

positions, on their notes 
security; eas men 

_LEY, 336 Wilcox Bide. 

TO. LOAN — $250 TO $95,000 ON’ CITY OR 

real estate. LEE A. M’CONNELL 

a road estate and loans, Frost Bldg., 


oadway. 

on” chot AT & A, PER CENT. 
net on c > or business 
ORY, Henne Block, 


$300 TO 000. PRIVATE FUNDS, TO 8 
per cent.; no trouble to get’ mon mF if secur- 
iby good. LOCKHART & & SON, 


& PEARND, 215 BULLARD 
Real estate and personal loans at low- 
rates. Money invested. No commission. 


MONEY TO LOAN AT CURRENT RATES: 


es CITY LOAN. & IN- 
VES MEN NT Co., R. 131% N, wey. 
MONEY_TO LOAN REALTY ~ 


per cent. net in any amoun 
_& BRONSON. rooms 3-4-5, 


Spri 
MONEY AT 4% TO 8 PER 
cording to size and character y ie 
WARD D. SILENT CO.. 212 4 


J. C. CRIBB & CO., ROOM 21 i w 
Bldg., lend on good real % 
_you wish to lend or , call on us, 


TO | LOAN — ~ SOME PRIVATE MONEY ON 
u property a to 5 per cent. W 
_F. BOSBYSHELL, 107 8. Broadway. 


MONEY TO LOAN AT ‘Low Rat E 
rst-class security on R. M’KIN 
307 _ 307 Laughlin ‘in Bldg. Tel. green 1079. ™ 
POINDEXTER & WADSWORTH, ROOM 
Wilcox building, lend money on any 
Teal estate; building Joans made. 


ERNEST G. TAYLOR, ROOM 412, BRAD- 


bury Bidg., loans money at lowest rates on 
city and ranch property. 


S ON 


TO LOAN--$200 TO TO $20,000, DO DOWN TO 5 PER 
cent. interest. M. F. O'DEA & CO., 203 

_ Bradbury Bldg. 

MONEY TO LOAN—$50,000 AT 5 TO 7 7 PER 
cent. W. I. HOLLINGSWORTH & GO., 343 
__ Wilcox Bldg. 


TO. LOAN—$50,000 PRIVATE MONBY. J. 
_MORLAN & CO., room 316, Laughlin Bide 


MONEY TO LOAN ON MORTGAGE, 6 AND 7 
_ber cent. RUSK HARRIS, 402 Bullard Block. 


MONEY TO LOAN ON MORTGAGE. . 
WHITE MORTIMER, room 78, Temple Blk. 


MONEY TO LOAN ON EASY TERMS; No 
_ commission. A. M’'CALL, 228 Wilcox Bldg. 


TO LOAN —5 TO 8 PER CENT. MONEY. 
_ BRADSHAW BROS., 202 Bradbury Block. 


MONEY LOANED SALARIE D PEOPLE 
without security. Willard, 441 Douglas Bidg. 


MONEY LOANED, 5 TO 7 PER CENT. GIR- 
DLESTONE & PHELPS, Currier Bldg. _ 


LOW INTEREST—MONEY TO LOAN AT Le 
_B, COHN'S, 120-122 N. Spring st 


I MAKE LOANS, LARGE OR SMALL. x mi 
HEDD . Broadway. 


AND { 


WANTED— 
$50,000, private money, on gilt-edge busi- 
on city property. 
on city 
WANTED — LOAN OF $3500 AT 6 PER 
cent. on choice inside income property. LL, 
3U 
improved cit are; Aadress R, box 59, 
TIMES OF 30 
Co., 908 Henne Bidg. 
WANTED—PRIVATE MONE 


ness principals only. 
MORLAN 
H. MITCHEL, 135 S. Broadway. 
WANTED—LOANS, $2000 AND $2200; § PER 
A. MORLAN, room 316 bidg. 


M ONEY WANTED— 
on city property, good security. 
& Co., 
316 Laughlin Bldg. 
WANTED—TO BORROW. $500 
cent; new houses, southwest. HOLWAY & 


DR. MINNif WELLS, OFFICE 127 B. THIRD. 
Hours 10 to 4. Consult free an experienced 
doctor of neariy 25 years’ practice; gives 
prompt relief in all female troubles; invites 
doubtful cases; all forms of electricity; 15 

ears in city. ‘“‘Dr. Minnie Wells is well 
nown to me. She is a critical and careful 
physician Saying large and successful ex- 
erlence practice.’’~J, Molntyre, 
.D., State Prof. Clin. Surg., St. Louls. 


REMOVAL — DR. ELIZABETH J. PALMER 
has removed to finer and more commodious 
ofices in THE 423° 
Broaa@way, where she is now pared to 
see ber patients. Speciality, all of 
women. 31 


DR. NEWLAND’S PRIVATE HOME FOR 
ladies before and during confinement; e 
-class; special attention aid 
irregularities. Office, STIM- 
SON BLOCK, 204-205. Hours, 10-12, 1-3. 
Da. REBECCA LEB DORSEY, ROOMS, 133- 
124-135, Stimson Block. Special attention 
given to obstetrical cases and all diseases 
of women and children. Consultation hours, 

ito 6 p.m. Tel. 1227. 


bis OMERS TREATS SUCCESSFULLY 

all female diseases and irregularities; %5 

rs’ erience;: consultation: free. 
b13-214, RRIER BLOOK, 212 W. Third. 


DR. SMITH SPECIALIST, “DISEASES OF 
215, Nolan & Sm 


Second and Res. 
white; office ‘phone, 1387 black. 
MEDICAL ELECTRICITY, REGULAR 
graduates; 15 years’ experience; diseases 

of women a specialty. VITAPATHIC IN- 
STITUTE, 534% 8. AN 


epecialist, 123 


$1500- ON} 


USINESS CHANCES~ : 
Iacellaneous. 


FOR SALE—ON ACCOUNT OF ILLNESS OF 
one of the owners; the old established 
Dewey Photo Gallery at 147 S. Main st; 
will sell at @ great if sold at 
once Call on DOVE ER, 416 
Towne ave., for particulars. -6 


FOR SALB—OR EXCHANGE POR CLEAR 
real estate, a stock of drugs and fixtures, 
doing 4 good cash business; ely, one steady 
employment to 3 people; box’, 

and two boys. Address R 
_ OFFICE. 

FOR SALE—$i00; “OLD-ESTABLISHBD COR- 
ner grocery, fruit, cigars, ete.; doing a 
good strictly cash business; living- -rooms; 
this is a snap for some ome; as 1 am leav- 
ing city. Address OWNER, care carrier 
61, city. 4 4 

FOR SALE—$200 CASH WILL BUY A RES- 
taurant in good er, 

; re 
or more people a day; 


on account of sickness, 
TIMES OFFICE. 

INVEST SECURING LARGE WEERLY 
income; conservative proposi 
second successful year; statistics free. - 
GRIFFIN, 1180 Broadway, New York. ’ 


$475—TEA, “COFFEE AND “SPICE ST 
new and clean; best reason for seiling; must 
leave shortly; this is a bargain. Addréss3 


_OWNER, 89 W. Second st., Pomona, ¢ Cal. 
tory town; good farming county; 
8 miles: invoice $600; rent Write 
to MIT PHILLIPS, Santa Ana, Cal. 
WANTED — GOOD GARPENTER OR CaB- 
inet-maker as partner in established w 
- working business; $350. Add 
_TIMES OFFICE. 


FOR SALE—A PAYING 
eral merchandise, about $2 


ress R, box 51, 


NG sTOCK OF GEN- 
- must sell By 


July 1, 1899. Address P. O. 114, 
VINA, Cal. 
FOR SALE—GROCERY Ixvoice 


$1000: a genuine snap; elegant: 
g20i trade. Address R, box ff, 
FPICE. 


FOR SALE—CHOICE MERCANTILE 
ness on Broadway, — money, $1 
I. D. BARNARD, s. Broadway. 


lors at the beach, choice investment, 

I. D. BARNARD, 112 8. Broadway. 
#5000 BUYS BEST MILLINBRY STORE IN 
Los Angeles, established for 15 years. 

30 ARNARD, 112 S. Broadway: 
FOR SALE—RESTAURANT “AND 14 “ROOMS, 

partly furnished; making money, 

30 


I. D. BARNARD, 112 S. Broadway: 
AND 
fixtures, doing good business; ¢ loca- 
tion; no brokers. 612 E. FIFTH ST 


FOR SALE — ‘CHBAP, ONE BEST- BRED 
gentle family horse, 7. fast, couae. 1100 Ibs., 
handsome brown. 1 W. ADAMS. 31 

GENTLEMAN WITH CAPITAL , WISHES TO 
engage in business in city. Address N, re 


49, TIMES OF FFIC . 
FOR SALE—A_ FINE BARBER SHOP ON 
easy payments. 606 N. ALAMEDA awe. 
FOR SALE—GLEN ISLAND RESTAURA 
cause sickness. 143 TEMPLE STy a 
I. D. BARNARD, 112 “$s. ROADWAY” 
sell out your business for cash. 


STOCK FOR SALE— 


And Pastures to Let. 


FOR SALE — BELGIAN ARES, BEFORE 
buying call and see the choice jot he heat 
red does just received; they 
lot we ever had in our pens; also 
Class does, bred, which wé will er 
day at extremely pricey. If you want 
any first-class stoc don’t miss this 
chance. BLUE RInBON RABBITRY, 504 
W. 27th ost., Take Grand-ave. car. 


FOR SALE—WE HAVE JUST RECHIVED 
25 does; all breeders, and beauties; they 
are for sate at reasonable prices; if 
want to start, start right by 
stock; ours are thoroughb 


visitore welcome. OR- 
RABBITRY, 916 B. 2th st. 9 


FOR SALE — BELGIAN HARSS, THE 
RADOW BROOK RANCH always has 
what you are looking for; want 
oes reeding 
H. A. Stearns. ‘Take Westlake . Traction 

6 west. 


FOR SALB — ONLY 10 LEFT OF TROS 
large golden yellow queens, hatched the eles 
of February; their mires < chuek-a-block with 
bees and combs, full of hatchi road 
honey; these are all prime br 
v best, for saie at $5. 

or you 


OHNSON, Santa Cal. 
FOR SALE LARG YOUNG, 50 D 


be so ely 
BAKER, ngton 


Les 
Noble 
FOR SALE—BELGIAN BREEDING DOES, 


FOR SALE—STOCK OF GROCERI 


ANGEDALB 


some will longest 
reddest hares in 

onable. MI R’S RADBITRY: 248 
16th st. 


FOR SALE—WELL MATCHED AND ay 
ker ranch a eir ha 
GELES ST., between Ninth and 


FOR COLUMBIAN RABBITRY 
has a choice lot of does, all ages; 
early; also buff Leghorn eggs. 1055 W. 
2iST ST., west of Vermont. - 


FOR SALE — HEN-HATCHED CHICKS i 
dozen; duck eggs, 40c setting; a 3-gallon 
Jersey-Durham cow, $40. 3B. FOUR 
RIO, first house south. 


FOR SALE—FIRST-CLASS GAITED SAD- 
pores. ood size and dy. Address 
S. CASE, Burbank, Cal. 
FOR SALE—CHBAP; GOOD SADDLE | OR 
driving mare and good wagon, 4 Spritige 
SIXTH ST 20 


FO SALE—LA AND G 
horses. E. L. 108 


WANTED—A SAFB AND QONTLE 
for its keep; one a lady can care fon, wil 
buy after a month's trial if Ad 
R, box 7, TI 

WANTED — FOR SERVICE, TWO FI 

2 stered Jersey bulls at BROW 
D 


IRY, maga the County Hospital, 


Los Angeles 4 
STATD 
pox 11, TI 


WANTED — TURKEYS 


can be seem. Add ress. Ry 
OFFICE. 


XCORSIONS— 


_ With Dates and Departures, 


te 


BURLINGTON ROUTE— PERSONALLY. 
conducted excursions to 
leave Los Angeles every ednesday, 
Balt Lake City, Denver and Chicago, gf 
ing passengers the benefit of the fam 
Rocky Mountain scenery by daylight. 

_ 222 S. SPRING ST. 


PHILLIPS-JUDSON PERSONALLY 
ducted 
e 


Cc 
Denver and. 


R 
lowest ra 
130 W. SECO 


ROCK D ROUTE — PERSON ALL¥- 
conducted tourist excursions via southern 
and Rio Grande, svery Tuesda 
line every ursday; Union 
cago; competent managers; n Depot, rates. 

_ fice, 214 ‘SPRING ST. 

BEKINS VAN AND STORAGE SHIP HOUS 

| hold goods to all points, in any ee 
reduced rates. 436 S. SPRING. 


BATHS— 
Vapor. Electrical land Massage. 
MRS. BURT, MASSAGE WITH ELECTRIG- 
ity; guaranteed to cure neuraigia, rheuma- 
tism, hervousness and stomach troubles; 
separate apartments for ladies;‘1-hour treat- 
mente, $1.°119% W. FIRST ST., rooms 1 to 4 


FIRST-CLASS BATHS, ALL KINDS; 
apartment for ladies, once. da ate and ev 


ings; 12-massage ticket, APA re 
INSTITUTE, 584% 8. Broadway... 
BATHS, ALCOHOL, MASSAGB, 
BROADWAY, rooms’$1 and 32, thi 
floor. 
SCHUMIDT- EDDY— LECTRI Ic TA. 
baths. R. SPRING. 
MISS WINNIE BELL GIVES EDICATED 


vapor baths at 125 S. LOS ANGELES ST. 


RS. STAHMER, 356 8S. B’ DWY, ROOMS 
vapor baths. Tel. red 1281. 


MRS. HARRIS, HOTEL CATALINA, 49 8. 
_ Broadway. fourth floor. Blevator. 


MARY E. AR, 40% 8. 


rooms 18 and 1 


PDATENTS— 


And Patent Agents. 


KNIGHT BROS., PATENT SOLICITORS, 
Washington, Los Angeles. 424 Byrne Bldg. 


ER PATENT YEARS | 
Block, HAZARD 


~ 
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| 
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| 
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| bedroom, freshly papered and painted; fine | 
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| | Monday; Sierra Nevada a u 
i nery by daylight 
| | Office ND 
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ACHINERY— 


* 


TUESDAY, ma. 60, 1899. 


Los Angeles Daily Cimes. 


DUCATIONAL— 


Schools, Colleges, Private Tuition. 


PAP 

LOS ANGELES BUSINESS COLLBGE, 212 W. 
Third st., is the oldest, largest and best 
business Se pee school in the city. Large, 
well lighted and ventilated schoolrooms, 
eleganily furnished, heated by ¢team and 
reached by elevator; college trained and 
experienced teachers; thorough, practical 
up-to-date courses of study in book-keeping, 
shorthand, typewriting, telegraphy, assaying 
and French. Day and night sessions. Cata- 
logue free. 

WOODBURY BUSINESS COLLEGE, 22 S&S. 
Spring st. (Stowell Block.) The recognized 
leading commercial school in Southern Cal- 
fifornia. In session all the year. Individua) 
and class instruction in all commercial 
branches, English, shorthand, typewriting 
anu telegraphy. Night school now in ses- 
sion. Write or call for descriptive catalogue. 


LOS ANGELES ACADEMY 4MILITARY)—A 

classical and English boafding and day 

ool, near foothills, west of Westlake 
ark, at terminus of Traction line. 

E BROWNSBERGER SCHOOL OF 
SHORTHAND AND TYPEWRITING, 903 s. 
Broadway. Half-day sessions. 
furnished at the home, free. 


DRAMATIC TRAINING, VOICE AND PHY- 
sical culture. G. A. DOBINSON, § studio, 
526 §. Spring. Office hours 10 a.m. to 12 m. 


G TOCKS AND BONDS— 


FOR SALE — $20,000 CALIFORNIA PORT- 
land cement Co., 10-year 6-per-cent. gold 
bonds; security gilt edge; also a limited 
ount stock in same company at price 
feavin large margin for buyer. EDGAR 
OORE, 241 Douglas Bidg. 31 
FOR SALE — MUNICIPAL, SCHOOL AND 
other high-grade bonds; also stocks in we'l- 
established institutions; member of L. A. 
Stock Bond Exchange. JNO A. PIR.- 
TLE, room 9, 405% 8S. Broadway. 
STOCKS OF ALL THE LEADING BANKS OF 
les Angeles, also bonds of all kinds, bought 


suld by S. D. HOVEY 
eles Stock and Bond. Exchange, 
roadway. 
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‘PERSONAL— 


PERSONAL—GEO. A. RALPHS—GOLD BAR 


Fiour, $1.10; City Fiour, 80c; pkg. Coffee, 
0c; granulated Sugar, 19 Ibs., $1; 2 cans 
Tomatoes, lic; 8 bars German Family Soap, 
260; 7 cans Deviled Ham, 250; 10 lbs. Cora 
Meul, Ic; 5 bars Gold Bar Borax Soap, 
25c; 11 Ibe. lied Wheat or 9 Ibs. Oats, 250; 
3 cans Salmon, 25¢; 1-lb. can of Beef, 100; 7 
Ibs. bulk Starch, 250; 6 boxes Sardines. 25c; 
Baki owder, ; Lard 
ibs. Beans, %c. G0i 8. SPRING $T., cor. 
Sixth. Tel. 516 


RERSONAL— BLUE RIBBON GROCERY, 449 
_ Spring. Tel. M. 728. 50 Ibs. Blue Ribbon 


flake hominy, 25c; 10-lb. box soda 
bs. rice, 25c; 5 gal. oil, 65c: 
Rex hams, Ib. ; Rex 

rk, 8c Ib; 3 cans oys- 
cans sardines, 25c: 11 Ibs. rolled 
18 Ibs. weatern cane sugar, $1. 


‘#PRSONAL — 1 WILL PAY EXPRESS 
charges on valuable book, which tells how 

* any man or woman may cured of any 
disease or complaint; securely sealed, no 
marks. DR M’LAUGHLIN, rooms 3, 4 and 
5, Burdick Block, Los Angeles. 5 


oY, member Los An-| 


L — MRS. PARKER, PALMIST, 


ON 
‘Life readisg, business, 
. travels, neral locations described, prop- 
love, health and all af- 

8. SPRING ST., room 2%, 


an 
PERSONIL — MME‘ 


lawsuits, removals, 


LEO, PALMIST AND 
life readings, are of the hignest order. She 
advises/you the proper course to pursue in 
and family affairs. 665 S. SPRING. 


OVAL—MRS. SINCLAIR OF SAN 
ard reader; ladies. 


ist, R 


PERSONAL—MORRIS PAYS THE HIGHEST 
price for gents’ second-hand clothing; send 
postal and will call. 111 COMMERCIAL ST. 


ATLORNEYS AT 


Roon 14, FULTON BLK., 207 New High st. 


WEILER & CARTER, ATTORNEYS- 
at-aw, DOUGLAS BLDG.. Los Angeles. 


‘INING— 
And Assaying. 
W,R. MARTIN, SUCCESSOR TO MORGAN 


Co., assaying, refining and general min- 
business. 256 to 261 WILSON BLOCK. 


HAVE PURCHASPRS FOR GOOD COPPER 
mine or prospect; also free-milling gold 
mine. R. D. LIST, 221 Wilcox Bldg. 


WM. T. SMITH & CO., GOLD REFINERS, 
and bullion buyers, 114 N. Main st. 


ID ENTISTS— 


And Dental Reems: 


Sunday forenogns. 
-XDAMS BROS.’ DENTAL PARLORS, 239% S. 
g st. Painless filling and extracting; 
tes from #4; all work guaranteed; es- 
Pablished 13 years. Sunday 10 to 12. Tel. 
brown 1955. 


SALE—DENTAL OFFICE, CASH 
“practice $3500, at a great paren if sold 
ségn. Address box 570, PASADENA, Cal. 


__ And Mechanical Arts. 


#ULTON ENGINE WORKS, FOUNDERS 
and machinists, cor. Chayez and Ash sts. 

¥RON WORKS—BAKER IRON WORKS, 950 
to 966 BUENA VISTA ST. 


Prunes 
Nature’s 
Gentle 

Laxative 


Is beyond doubt the 
BEST LAXATIVE. 


Cal. Prune Syrup Co. 


ALL DRUGGISTS. 


-Antilene 
The only abso- 
lutely sure 
guaranteed 


SEE 


For Hats. 
120 S. ‘Spring St. 


 C.F.Heinzeman 


N. MAIN ST., LOS ANGELES. 


| Preage! day and | 


| 


New machine | 


| 


Tents for Rent at Catalina. 


FISHING, BOAT 


Are the leading outdoor sports at 
this popular resort. 


L, A. Tent and Awning Co., 


A. W. SWANFELOT, 
Tel. Main 1160. 220 


Doctor 


Meyers 


Established 18 Years.. 


Do You Want 
To Spend 


Your vacation 
this summer 
where you can 
get the maxi- 
mum en joy- 
ment for the 
minimum out- 


ING, 
HUNTING. ROWING, 
TENNIS AND GOLF 


Cotton Duck Goods. 


Ss. Mala St. 


Second-hand Fumigating Tents 
@ 2 @ @ ee 


( 


Bon 


TAKES THE PLACE OF SAND OR 
SCOURING SOAP. 
PROVEMENT, DOING THE 
HOUSEHOLD CLEANING WITH- 
OUT SCRATCHING OR WEARING 
OUT THE SURFACES CLEANED. 


IT IS AN IM- 


Used 


Dr. Lyon's 


PERFECT 


by: people of refinement 


for over-a quarter of a century. 


Tooth Powder 


AN ELEGANT TOILET LUXURY. 


Catarrh 


Tn all its forms has been c 

in thousands of cases by - 
Microbe Killer. 
testimonial 


See 
Ss. 


Cc. H. LEWIS, st, 
Fourth and Broadway, Angeles, Sole Agt 


Dept., 


100 for 60 
cents, by the 
new ptyo- 
facsimile of engra - 
uired. Best quality; 
orms. edding invitations. 


Jo es’ Book Store, 226 W. ist St. 


VISITING CARD 


vure proccss; 
No plate 

correct 
etc. Samples mailed free. Engraving 


lard 


that 
food 


lene 


yellow 


steer’s 


Marion 


“Lard unadulterated is less whole- 
some than v 
absolutely pernicious to most 
stomachs. ’’—WVational Cook Book. 


| Cooking experts and physi- 
cians unite in condemning 


unhealthy qualities,and these 
same eminent authorities say 


Cottolene’ 


only refined cotton-seed oil 
and choice beef suet, Cotto- 


and easily digestible. 


The genuine 
Cottolene is sold 
everywhere in 
one to ten 


Harland 
Says: 


egetable oils, and 


for its indigestible and 


‘Use 


pure, healthful vegetable 
product. Containing 


is wholesome, nutritious | 


und 
tins with 


Ht 


Nerves 


System 


All 


disease¥ Use 


~ 


Dirt breeds 


Specialists « Men 


These physicians make permanent 
cures. They have the largest and best 
equipped wpiedical instituiion and the 
most extensive practice in the west. 

They are'reliable and will wait for 
their money till patients are cured. .” 

Home cures a specialty. Private book 
and advice free at office or by mail. 


218 S. Broadway. 


Los Angeles. Elevator Entrance. 


Events in Society. 


04040004040404 00000000000 


{Communications intended for the society 
columns of The Times must be signed, and 
must be written on only one side of the page. 
Anonymous announcements of society events, 
personals, etc., and those which, because they 
are written on both sides of a page, have to 
be rewritten, will receive no attention. ] 


Mrs. E. P. Clark gave the first of a 
series of entertainments yesterday aft- 
ernoon at her home, No. 823 West 


Twenty-third street. The rooms on the 
lower floor were thrown together and 
handsomely decorated, the colors be- 


ing carried out in red and green. ASs-. 


paragus plumosus,. geraniums, carna- 
tions and ferns were used in the hall, 
and the stairway was twined with nas- 
turtium blossoms and trailing vjnes. 
Suspended from the grill work over 
the doorways leading into the drawing- 
room and library were immense Indian 
baskets, filled with carnations and 
maidenhair ferns, held with broad 
Streamers of red satin ribbons. The 
loops and ends of the ribbon were 
woven into the grill work, intertwined 
with ferns. Geraniums were arranged 
as a frieze about the walls of the 
rooms, and over pictures and windows 


were delicate sprays of asparagus 
ferns. Indian baskets were filled with 
poppies and placed here and there, 


forming a- pretty decoration for draw- 
ing-~room and library. In the center 
of the long table in the dining-room 
was an exquisite bouquet of ferns and 
carnations, and smaller bouquets were 
conspicuous about the room, on mantel, 
buffet and china cabinet. The guests 
were entertained with a charcoal-draw- 


j ing contest, the subjects being princi- 


pally animals and insects. Some of the 
drawings were very clever, while others 
were ridiculously funny, creating a 


-great deal of amusement and excite- 


ment.. Mrs. A. J. Foshay received a 
handsome study in black and white, 
framed, .for making the best drawing. 
Following the game elaborate refresh- 
ments were served from small tables. 
The guests received dainty souvenirs 
in the form of heart-shaped bon-bon 
boxes filled with confections. The 
boxes were red and greén, and the re- 
freshments served corresponded in 
colon with the decorations of the rooms. 
Mrs. Clark was assisted by Mrs. O. H. 
Churchill, VMrs. J. M. C. Marble, Mrs. 
Henry B. Sherman of Pasadena and 
Mrs. Adam Darling. Those present 
were Mmes. Anna S. Averill, Warren 
Gillelan, E. P. Bosbyshell, W. F. Bos- 
byshell, James Clute, Lee Phillips, O. 
C. Bryant, Warren F. Day, Lee Cham- 
berlain, John Hunt, W. H. Avery, J. 
A. Foshay, Frank F. Davis, L. W. 
Godin, G. F. Bovard, W. H. Griffin, 
Don A. Judd, Cecelia. Hanna, W. B. 
Strange, J. T. Jenkins, R. P. Smith, A. 
J. Judkins, L. H. Vandervoort, 
Buckingham, E. R. Bradley, H. W. 
Lancy of Pasadena; Misses Shepard, 
Pinkham, Foshay and Hunt. 


Miss Evelyn Gwynne and Miss Lora 
Hubbell left Los Angeles Sunday night 
with the expectation of spending a 
year in Europe. Today Miss Gwynne 
and Miss Hubbell will attend the com- 
mencement exercises of Notre Dame at 
San José, from which school Miss Alice 
Graves will graduate. The three will 
go on to Oakland where they will be 
given a reception Wednesday afternoon 
by the Misses Crellon, who will join 
the party there. They will leave that 
evening for New York, where they will 
meet Miss Anna Fay and spend four 
days before sailing for Europe. Miss 
Poulson and Miss Snell of the Hamlin 
School of San Francisco will act as 
chaperons, and it is expected to make 
the year one of study, as well as pleas- 


ure. The itinerary shows Southamp- 
ton, three weeks in London, then 
Northern England and the bonnie 


braes and the boroughs of the Scot; 
then to Switzerland for August, and 
the north of Germany until cold 
weather, saving Vienna for October. 
As winter comes on they will go south- 
ward for a gentle reminder of home. 
Greece will be included in the trip, giv- 
ing a flavor which many European 
jaunts lack. Christmas time will be 
spent at Rome, with excursions to 
Pompeii and Naples. From Italy they 
go back through the south of France 
and on to Paris, after the exposition. 
home again.- The party sails from New 
York on June 8. 


Mrs. Gabriel A. Bobrick of Burling- 
ton avenue entertained about forty 
children Friday afternoon, in' celebra- 
tion of the eleventh birthday anni- 
versary of her son, Arthur. The draw- 
ing-room was decorated with pink car- 
nations, the reception hall was in green 
and white, and the dining-room dec- 
orations were yellow and green. “A 
canopy was arranged over the table, by 
the use of crepe paper and ferns. Yel- 
low orange-wood baskets, filled with 
bonbons, were at each place. A gypsy 
tent had been erected on the lawn, 
where Mrs. Dieterle, in costume, 
told fortunes. After the games, the 
little ones were entertained with coon 
songs and cake walks. At 9 o'clock 
the ladies who assisted in entertain- 
ing were joined by their husbands, and 
an elaborate dinner was served, fol- 
lowed by an informal reception to Mr. 
and Mrs. Bobrick, who leave soon for 
their former home in Boston. Those 
present were Hildegarde Payne, Eva 
Bailey, Viola Lowdes, Amy M,. Norton, 
Barnetta Norton, Zelda Jones, Maud 
Kay, Carrie Cook, Gertrude Bailey, 
Nina Cook, Lyle Colburn, Effie and 
Jennie Edwards, Emeline Childs, 
Vinette Morris, Martha Gibson, May 
Gibson, Mamie Bobrick. Beatrice Duff, 
Masters Karl Dieterle, Roy and Harold 
Bailey, Willis Payne, Walter Bidwell, 
Grove Garland, Emerson Duff. Lewis 
Cook, Harry Banning, Cline and Mark 
Payne, Frank and Smith Bacon, Gay 
Boothe, Arthur Bobrick, James Gib- 
son, Hanlon Durant, Guy Jones. 


Mr. and Mrs. Reinhardt J. Busch 
chaperoned a party of seventeen to 
Mt. Wilson Saturday night. The trip 
was made by moonlight, the party 
leaving Los Angeles on the ll o’clock 
electric car for Pasadena. There they 
were met by a tally-ho and taken to 
the foot of the trail, where burros as- 


sisted them to the peak. Through the 
hospitality of Mr. and Mrs. Martin 
their stay was a pleasant one, and one 
not soon to be forgotten. The party 
included Misses Elsie M. Stahl, Kate 
Sims, Fannie E. Waterhouse of Bridge- 
port Ct.; Nellie Weber, Kittie King, 
Elizabeth Busch, Mina Kempin, Ada 
Pettigrew; Messrs. Robert Marmont, O. 
C. Petzold, Ben White, D. C. Burrey, 
George Knox, M. F. McNamara, Karl 
Phelps. 
* * 

A surprise was tendered Miss Helen 
Starr at her home in West Los An- 
geles Friday evening. Miss Starr has 
just returned from an extended visit 
in Kern. Those present were Mmes. 
Belle Moore, Hattie Holt, Flofence 
Mather, Lou Norton: Misses Flo Lau- 
rence, Mattie Smith, Ida Laurence, 
Leone Moore, Gertie Laurence, Lula 
Barkley, Clara Laurence and Lottie 
Straszacker; Messrs. Bert Clark, Jim 
Béesch, Leo Youngworth, Vern Mather, 
John Willis, Hal Doig, Alex Baker. Lute 
Mather. 

* 

Miss Luella Duncan entertained her 
associate teachers of the Sixteenth- 
street school at her home on Pico 
street, Saturday evening. The double 
parlors were decorated with Hawaiian 
flags and leis. A table across’ the 
center of the room was covered with 
a large braided mat of cocoa fiber from 
Kusai, Gilbert Islands. Upon this table 
were Hawaiian curios, many and mis- 
cellaneous. Another ‘table was de- 
voted to Hawaiian polished wood, 
chief among which was a large calabash 
of coa wood. Upon another table were 
Hawalian literature. music and views. 
The floor was covered with Hawaiian 
mats. Among those present were 
Misses Gordon, Griswold, Drenin, Bear, 
Miller, McCormick, Caleff, Day, Eells 
and Maitlan, Belle Duncan of Long 
Beach, Mrs. Duncan, and Mr. Pent- 
land. 

* * 

A pretty luncheon was given by Mrs. 
Barney Norton of Thompson street 
Thursday, to celebrate the birthday of 
Mrs. Gabriel A. Bobrick of Boston. 
Only a few of her most intimate friends 
were present. Flowers, soft lights, and 
music assisted in the serving of a de- 
licious .menu. Those present were 
Mmes. G. A. Bobrick, John Norton, B. 
Norton, William Dieterle, Miss Mamie 
Norton and Miss Maude Brainard. 

The, Los Angeles Young Woman's 
Christian Temperance Union held their 
social gathering at the home of Mr. 
and Mrs. T. Hanley on College 
street. Friday evening. The literary 
programme consisted of readings by 
Misses Nita Whiteman and Frances 
Wilson, and piano selections by Messrs. 
Will W. Ellis and Jesse Cramer. 
Messrs. Arthur and Earl Shaffner also 
rendered a vocal duet. 

The home of Mrs. H. S. Griggs, cor- 
ner of Eighth and Garland avenue, was 
the scene of a pleasant children’s party 
Saturday afternoon, in honor of the 
sixth birthday anniversary of her little 
daughter, Alta Mae. The house was 
beautifully decorated, the parlors be- 
ing in carnations and roses. The 
lunchroom aas decorated with pink 
sweet peas and smilax. The floral cen- 
terpiece rested on a handsome Bat- 
tenberg lace square over pink silk. Two 
bouquets on either end of the table 
rested on Battenberg doilies over pink. 
The invitations issued were unique af- 
fairs. being very small, with a tiny 
photo. of the little hostess in one corner. 
The little folks enjoyed music by Mrs. 
Clark Hewlett ind recitations were 
given by Miss :ielen Spencer of Sher- 
man. Pearl Messmer and Cleora Miller, 
after which a peanut hunt was enjoyed. 
The first prize was awarded Nellie Un- 
derwood, and the second Doras Coom- 
ber. Mrs. Griggs was assisted in re- 
ceiving and entertaining by Kittie 
Loree, and Ella Lyne. Those ;wesent 
were Mmes. C. Hewlett. Raynor and 
Loree: Hallas Shaw, Pearl Messmer, 
Fannie Fletcher, Cleora Miller, Nellie 
and Mamie Underwood, Katherine San- 
born, Eva Bailey, Gertrude Bailey, Olga 
Farlquist, Ida Burns, Helen Eastman, 
Doras Coomber, Ruth Logan, Fern, 
Hewlett of Sherman and Helen Spencer 
of Sherman. 

Be 

Mrs. J. C. Brown of Westlake ave- 
nue gave an afternoon tea to her neigh- 
bors Friday afternoon from 2 to 5 
o'clock. She was assisted by Misses 
Gertye Hatch, Helen Hayes, and 
Gladys Erskin. Those present were 
Mmes. Thomas McCrea, Ellis le Master, 
Charles Hubbard, B. Hatch, Forest M. 
Erskin, E. O. McCord, Bert McCcrd, 
William Slack, Wheaton Henry, Doug- 
las Offitt and R. W. Morris. 

Mrs. Otto Stienen of No. 2311 South 
Main street gave a surprise party last 
Thursday evening to her son, Arthur, 
in honor of his fourteenth birthday. 
The house was decorated with a voriety 
of flowers. Games and refreshments 
furnished entertainment for the «hil- 
dren. Those present were: Sarah Gold- 
berg, Elsie and Pauline Baur, Hope 
Halbert. Florence Little, Maud Geil, 
Leslie Stose, Verny Schmitz, Pearl 
Franklin, Noah Thomson, Clemens 
Stose, Norman Pott, Guy Smith, Barl 
Holland, Herbert Simon, Lester Mc- 
Night, Elbridge Steward. Tim Shaffer, 
Fred Steinen, Willie Stienen, Frank 
Loyd, Watson Herron, Russel Mullen. 

NOTES AND PERSONALS. 

Mrs. Ruby Henderson returned Fri- 
day, after spending 4s week with Mr. 
and Mrs. Web Smith of Ontario, and 
two weeks with her sister, Mrs. J. P. 
Rogers of Redlands. 

Miss Frances Oldridge of No. 1629 
West First street has gonc East on an 
extended trip. 

Mrs. A. M. Swan and grandson, 
Charles Myer, have returned from Cen- 
tral America, and. are visiting her 
daughter, Mrs. T. J. Stephens of No. 
1971 Maple avenue. 

Mrs. C. Togni and her niece of Visalia 
left Saturday for their home, after a 
pleasant visit with Mrs. Togni’s sister, 
Mrs. P. Kiefer of No. 240 North Hope 
street. 

“Mrs. Willis Silliman Jones of Chi- 
cago, née Dr. Mary E. Shoemaker of 
Los Angeles, is in the city for a few 
weeks. 

The La Mariposa Club and lady 
friends spent Sunday on a tally-ho 
ride to Santa Ainta Cafion. 


Greek Again Meets Greek. 


The old feud between A. K. Moropu- 
log and the Chronis boys seems to have 
broken out afresh. The parties to the 
affair are Greeks, and they are rivals 
in the fruit trade. Clashes between 
the houses of Moropulos and Chronis 
have been frequent in the past. It 
is not long since Moropulos and one 
of the Chronis brothers fought an im- 
promptu duel, the one armed with a 
hatchet and the other with a monkey, 


wrench. Charges and counter-charges | 


of battery follawed, and the matter 
was finally adjudicated in the Police 
Court. Nuw comes Moropulos 
charges Peter Chronis with a battery 
alleged to have occurred more than 
two weeks ago. Chronis was arrested 
by Deputy Constable Lemé6n yesterday, 
and was forthwith arraigned before 
Justice Morgan, who released him on 
bail, pending hearing of the case on 
Wednesday. 
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oe If a sufferer from any of the various forms 
ee2g of Piles, however severe, or in 
for skin diseases, use 


2% Pond’s Extract Ointment 


It heals cuts, burns or bruises, and should 
be in every home. Ali druggists or by mail. Price 
50c.; trial size 25c. Prepared only at our laboratory. 
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. (Copyright, 1890, by Seymour Eaton.) 


POPULAR STUDIES 
IN LITERATURE. 


X.-MATTHEW ARNOLD. 
By Florence V. Keys, Berlin, Germany. 


Born in Laleham, in the Thames Val- 
ley, December 24, 1822, Matthew Arnold 
was the eldest son of the Rev. Thomas 
Arnold, later known as head master 
of Rugby and Roman historian, edu- 
cated at Rugby and Balliol College, Oc- 
ford, Matthew Arnold took his degree 
at that university in 1844, and was 
elected to a fellowship in Oriel the 
following year. After doing some 
teaching in classics at Rugby, he be- 
came private secretary to Lord Lans- 
downe, by whom he was appointed to 
an inspectorship of schools in 1851. In 
the same year he married a daughter 
of Sir William Wightman, a judge of 
the Court of Queen’s Bench. In 1861 
he was elécted to the chair of poetry 
at Oxford, and in 1883 he undertook a 
lecturing tour in America. In the mean 
time he continued to discharge the 
duties of his inspectorship, a post 
which he held till within a few months 
of his death, which occurred, suddenly, 
April 22, 1888. 

This brief account of the facts in the 
life of the man, as distinguished from 
the author, may be expanded by a 
perusal of the two volumes of “Letters” 
published not long after Arnold’s death, 
These “Letters’’ I choose to regard 


“think clear, feel deep of those who 
have fallen upon this iron time of 
doubts, disputes, distractions, fears.’ 
Passion. that from its birth foretastes 
decay; faith, that sees its vision as a 
cloud falling in the sky: above all, a 
mortal isolation—these are the secret 
poisons that infect the springs of life 
and paralyze action. The blind move- 
ments, on the part of one whose na- 
ture has set. for him certain inevitable 
limits, toward the self-expansion, the 
emancipation, of a great passion; the 
faintness of the spirit of contact with 
the intolerable brutalities of life—all 
this finds here a presentiment singu- 
larly powerful and direct. On this side, 
the poetry of Matthew Arnold suggests 
an analogy with the poetry of the ats- 
thetic school, vital as are the differ- 
ences between the two. Together with 
Clough, Arnold represents the intellect- 
ual expression of that phase of modern 
experience which reached the height 
of its emotional effusion in the pages 
of Rossetti. For where else, in con- 
temporary poetry, are you more deeply, 
more painfully aware, than in Arnold, 
of that “inverted homesickness’’ which 
passes, like a. breath from the strange 
soul of the middle age, over the scene 
of our modern life, and makes some 
of us aliens there? This malady of the 
heart and spirit, what is it but what 
Peter caHs “the incurable thirst for 
the sense of escape’’ taking definite 
form under a deliberate and _ re- 
lentless self-scrutiny? For, . unlike 
the true nursliing of the middle 
age, Arnold is full aware of “this 
strange disease of modern life” 
and can trace its cause in contem- 


MATTHEW ARNOLD. 


rather as data supplementary to our 
knowledge of the outer man than as a 
posthumous document for a 
reading of the personality already re- 
vealed to us in the poems and essays. 
For, essentially .familiar though they 
are in tone, they lack, on the while, 
the prime epistolary virtue of intimacy. 
They show us the writer in his rela- 
tions with his family, his friends, with 
the world of political and ecclesiastical 
dignitaries with which, by birth and-by 
marriage. he was connected; and with 
all his relations are admirable, delight- 
ful. Yet upon reflection we discover 
that these volumes, while satisfying 
our curiosity, have added nothing to 
our real interest in the writer; that in 
a subtle way they have obscured some 
truer vision we had formed, and 
sapped some deeper enthusiasm. In 
fine. while they convey an excellent 
notion of Arnold’s manner of talking 
with others, they are lacking in those 
involuntary  self-communings that 
charm ,ahd touch the reader of the let- 
ters of a Thackeray and a Fitz Gerald. 

Arnold’s activity as a writer falls into 
three fairly well-defined periods. The 
first—the poetical—period begins in 1849, 
with the issue of a volume of poems, 
and may be said to close with the pub- 
lication of “‘Merope,”’ a metrical trag- 
edy on Greek lines, in 1858. It is true 
that the various poems, for the most 
part “occasional” ones, which through- 
out his life Arnold continued, from 
time to time, to publish, contain some 
of his most memorable work; never- 
theless, the body of his verse, which 
one may regard as the most direct ex- 
pression of his temperament, belongs 
to the outset of his career. Upon this 
périod follows one where literary crit- 
icism predominates; the most important 
result of this period is to be found 
in the collection of “Essays in Criti- 
cism,” published in 1865. Toward the 
end of the ’60s we find Arnold begin- 
ning to occupy himself with the dis- 
cussion of social and religious ques- 
tions, publishing in 1869 ‘“‘Culture and 
Anarchy,” and in 1873 “Literature and 
Dogma.” The closing years of his life 
witness a return to the province of lit- 
erature proper, contributing the “Dis- 
courses in America,”’ and “Essays in 
Criticism, Second Series.” 

This list of works, far as it is from 
being exhaustive, shows Matthew Ar- 
nold as one who, apparently in the full- 
ness of poetic power, abandoned the 
pursuit of poetry in order to exercise 
the function of critic alike in matters 
of literature and of life. In this latter 
vocation he won for himself an alert 
and attentive audience there where his 
poetry had wholly failed to preoccupy. 
This change of audience would argue a 
change in the speaker. What native 
bent of temperament, one may ask, 
what growing apprehension of social 
forces and spiritual laws made of this 
poet of equisite gift one of the fore- 
most prose critics of modern English 
society? . 

The poetry of Matthew Arnold is the 
expression of a distinctly modern spirit 
under a form that, in more than one 
feature, proves its classic descent. Not 
only is his style, at its best, permeated 
with the rich traditions of the classics 
of England and of Greece; the dis- 
tinctly individual note, too, preserved 
without effort, owns those qualities of 
firmness, clarity and measure with 
which the old masters of verse were 
wont to charm and fortify the mind. 
Beauty and seriousness may be said 
to be the dominant impression made 
upon the reader: by Arnold’s poetical 
style when at its best and most charac- 
teristic flow. And it is the same clas- 
sic tradition, not less, perhaps, than 
the influence of Wordsworth, that 
tinges with pantheism his essentially 
modern appreciation of nature, and 
gives to its fervor and delicacy that 
touch of solemn tenderness which in 
Arnold's pages informs the pastoral 
elegy with a new and living signifi- 
cance. Yet even on the sylvan flute of 
Thyrsis and the “Scholar Gipsy’’ the 
most expressive note in the personal 
one: it is its deep and poignant melody 
that presently absorbs, engrosses our 
attention. With no vague or ambigu- 
ous utterance it translates for us a 
trouble known to the brain, a grief fa- 


miliar to the heart; the inability to that—to barrow Spinoza’s phrase—‘‘sal- 
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fuller. 


porary conditions and in the individual 
soul. While the esthetic schoo! seeks 
to satisfy the demands of a fevered 
ancy by nursing it to delirium, he 
masters it by a persistent appeal to the 
actual, the real, by sternly insisting 
on the vanity of its hope, the futility 
of its desire. In his pages, reason 
triumphs over passion, and delusion 
fails under the cold finger of reality. 
Without doubt it is to the preponder- 
ance, in his own temperament, of in- 
tellect over emotion, that Arnold owes 
his liberation from the thrall of an im- 
pessible, if not an extravagant ideal. 
And this suggests the most serious 
charge to which, as a poet, he is open 
—the lack of passion. Yet I should 
say that his poetry lacked less pas- 
sion than sensousness. The eye may 
indeed delight in limpidness of atmos- 
phere, in purity of‘outline, the ear be 
(harmed by exquisite modulations: but 
even these pleasur are, as it were, 
intellectualized, and related to that 
scheme of moral significance for which 
the writer always reserves his graver 
preoccupation. en, speaking in 
1869, Arnold characterized his poetry 
as “representative of the main move- 
ment of the mind of the last quarter 
of a century,” he indicated, perhaps, 
what, in its substance, constitutes its 
chief historical value and its chief 
esthetio defect. 

This charge of the subordination in 
Arnold’s poetry of the sensuous to the 
intellectual interest receives color from 
the fact that, in order to study his 
criticisms, one need not immediately 
turn to his prose. His poems contain 
abundant proof of where his literary 
sympathies lie, with the apostles of 
beauty in its serenity, order and poise, 
alike in the ancient and modern worlds. 
Of some of these critical passages, such 
as those dealing with Sophocles, Goe- 
the, with Heine and Wordsworth, one 
is tempted to say that they possess a 
spontaneity, an illuminating power, 
not always to be met with in his prose. 
In the latter Arnold appears in a new 
guise. His obect is no longer one of 
simple self-expression. He enters his 
field of criticism professing well-defined 
theories regarding the function of the 
critic, regarding poetry and creative 
genius. The “Essays in Criticism” de- 
velop progressively’ these literary 
theories, in accordance with which Ar- 
nolad proceeds to select his subjects and 
fashion his treatment. His method is 
to emphasize one particular feature of 
an author or work, and as often as an 
illustration of some literary dogma of 
his own. , 

It is not astonishing that with this 
growing concern for the right answer- 
ing of the question to live’ Mat- 
thew Arnold should for a time relin- 
quish the less direct method of liter- 
ary criticism in order to make 4a di- 
rect appeal on those subjects about 
which the bulk of men are passion- 
ate—their politics and their religion. 
With an imperturbable serenity, a free 
play of irony, an engaging candor, he 
now proceeds to discuss current af- 
fairs and to tell home truths to the 
great parties in church and state. The 
spectacle of an Englishman _stead- 
fastly averting his eyes from the vir- 
tues and fastening them on the vices 
and follies of his countrymen was a 
novel and in many quarters an unwel- 
come one. But the storm of opposing 
voices by which his sayings were 
bandied about served largely to impress 
them on the public mind, so that Dis- 
raeli complimented Arnold as one who 
by his achievement in “launching 
phrases" had become a classic in his 
own lifetime. That his criticism is not 
merely destructive some of these very 
phrases testify. Indeed, it is chiefly 
the inimitable “prefaces’’ that are de- 
voted to the pricking of the bubbles 
of national and party complacency. 
Put briefly, his object in “Culture and 
Anarchy,” in “Literature and gma,” 
is to substitute for the current po- 
litical and theological practice and 
teaching a more inward and effective 
method, a more large and rational aim. 
And the means to this end is culture, 
“the knowing the best that has been 
thought and known in the world.” 
This touchstone of culture must he 
applied to religious and political dog- 
ma alike, in order that men may learn 


+ his family, all caloulated, 
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vation is not the reward of virtue: it 
is virtue.”’ Thus culture becomes some- 
thing to be pursued with a religious 
enthusiasm; as, indeed, “Culture and 
Anarchy” seeks to reconcile the He- 


~. 


_ brew with the Greek tradition by en- 


listing the spirit of the one, enthusi- 
asm, in the service of the ideal of the 
other, culture. ; 
Throughout the varied expression 
which. his ideas have assumed Matthew 
Arnold himself remains as a figure sin- 
gularly complete and symmetrical, 
This is due to the fact that from its 
very earliest enunciation in his verse 
his point of view is essentially the 
same. In his poetry we find beneath 
the ebb and flow of mood the strong 
personal bias toward a grave, co- 
herent and positive conception of life. 
To arrive at this conception he sacri- 
fices much, resigns much; but he sacri- 
fices neither gentleness of temper nor 
honesty of mind, the two attributes 
which give to his philosophic teach- 
ing its chief value and dharm. As a 
teacher in the school of life he is one 
of those who are far sifting and refin- 
ing the elements of experience as op- 
posed to those who propose experience, 
of whatever kind, as an end in itself; 
one of those who are for transforming 
rather than breaking with tradition, 
as that which adds richness and force 
to the individual life. By the emi- 
rently conciliatory character of his 
work, no less than by his aversion to 
extremes, Arnold himself continues 
the classical, more particularly the 
Aristotelian tradition; while by virtue 
of his conciliatory tone he touches in 
certain points many widely differrin 

schools of modern thought. To permi 

anything like a final judgment of his 
work, Matthew Arnold stands too close 
to us in points both of time and sym- 
pathy. en to the vexed question as 
to whether he is more likely to live in 
his prose or in his poetry one may but 
Suggest an answer. Much of what is 
finest im his prose, dealing as it does 
with a transitory social phase, is 
bound to lose some of its power when 
it loses its urgent significance. The 
poems, on the other hand (apart from 
the requisite narrative pteces,) while 
containing in solution the ideas de- 
veloped in the prose, have crystallised 
here and there in forms of flawless 
symmetry a phase of the individual life 
which men still will understand, while 
desire outruns fulfillment and faith a@- 
perience. 
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COURSES OF INSTRUCTION. 
Sundays—Governments of the World 
of Today. 

Mondays and Tuesdays — Popular 
Studies in Literature. 

Wednesdays—The World’s Great Ar- 
tists. 

Thursdays—Popular Studies in Buro- 
pean History. A 

Fridays — The World’s' Great Com- 
mercial Products. 

Saturdays—No lessons printed. 


Examinations for Certificates, 


An examination (conducted by mail) 
will be held at the clase of each course, 
as a basis for the granting of certifi- 
cates. The examinations are open, 
free of expense, to all students of’ one 
or more of the courses. 

PETTY SWINDLER. 
Confidence Game Worked on a Lone 
‘Maiden Householder. 

Miss C. J. Duff reported to the police 
yesterday that she was victimized by a 
petty swindler last Saturday. Miss 
Duff is a lone maiden householder, and 
is not in the habit of telling*her 
troubles to the police, especialjy “when 
the amount involved is so sm -@s in 
this instance, but for the sake of warn- 
ing others who might be imposed upon 
in a similar manner, she “felt it to be 
her duty to expose the swindler and 
his method. 

According to Miss Duff’s statem 
she is the owner of a vacant 
adjoining her residence. The Wecant 
house has borne a “To let” sign for 
some time. Last Saturday @ man 
came to look at it. It seemed to lege 
him so well that he offeréd to tage 
year’s lease and pay three ths’ 
rent in advance. The prospective tén- 
ant was very affable, told Mise 
Duff a great deal about 

of course, to 
was 


impress her with the idea that sje 
getting a very desirable renter, indeed. 
The new tenant was going to ve 
in that very evening, but just before 
he started away to make his moving 
arrangements he happened to remem- 
ber that he had to go out to Pagadena 
to get his money to pay the adVancte 
payment on the rent. He did not | 
the price of the car fare to Pasadena, 
so he asked Miss Du whethér she 
would kindly loan it to him. She did 
not have the exact change, Dut ac- 
commodated with the loam of 
a dollar. Needless to say, s 
has not since seen the LA Re 
ant nor her half-dollar. 


SEEKATZ ACQUITTED. 


Did not Disturb the Peace by Calle 
ing Lopez a Greaser. 

William Seekatz did not disturb the 
peace of Deputy Constable Lopez to 
the extent of commtting a public of- 
fense, so Justice Austin decided yester- 
day, but the court, at the same time. 
admonished the prowling William that 
he must not do it again. 

Seekatz got into trouble by trespass- 
ing on the premises of Lopez while ly- 
ing in wait for his wife, who had for- 
saken his bed and board on account of 
domestic difficulties, and taken refuge 
with the Lopez family. When Lopez 
found Seekatz prowling aber ~ his 
house he ordered him away. Seekats 
not only refused to go, but added Iin- 
sult to obstinacy by telling Lopez thet 
no “greaser’ blank of a blank could 
make him vamose.  Incensed at this 
reflection upon his ancestry, Lopez ex- 
ercised his authority as an officer by 
placing Seekatz under arrest. 

At his trial yesterday, Seekatz was 
acquitted-of the charge of disturbing 
the peace, but the court exhorted the 
defendant to quit haunting his better 
half, who, it appears, has permanently 
abandoned him and-taken up her abode 
under the Lopez roof. 


One Fact Admitted, 

When W. B. Storts was arrested in 
Los Angeles the police detective who 
claims the credit and the rew re- 
ported that he discovered and a ted 
Storts at the corner of Fourth and 
Spring streets. The truth is that 
Storts was arrested at the Van Nuys 
Hotel, and the police detectives, hav- 
ing forgotten, probably, the first state- 
ment, are now telling that fact. If 
they keep on talking, some more of 
the facts hitherto suppressed may be 


revealed inadvertently... 


DECORATION DAY, MAY 30, TRAINS TO 
REDONDO BEACH 
on Santa Fé go at 8:30, 9:55 a.m., 1:30, 5:28, 7 
p.m. Returning last train leaves the beach 
8 p.m. 
FOR HOT AIR FURNACES 
Go to Browne, the Furnace man, 123 EB, 4th, 


REMEMBER the needy. Save your cast- 
off clothing, beds, bedding or stoves, for 
poor families of the city. A request is a 
made for shoes and clothing for poor l- 
dren to enable them to go to school. Drep « 
card to Capt. J. A. Frazier, northwest cerner 
Los Angeles,and Seventh streets, and he will 
call for anything you have to donate. 


IF you need mirrors or fancy glass bay 
them from the manufacturers and save 
money. H. Rafael & Oo., 508 South Main. 


GOLD refiners, assayers ond 
Wm. T. Smith & Co., 114 North Main 
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icle when it says: “Nikola Tesla 
now promises to telegraph to Mars, 
but no one is astonished. Everybody 
would be, however, if he should suc- 
ceed with his wireless apparatus in 
telegraphing around the next, corner.”’ 
By the way, Mr. Tesla promises to 


‘MEMORIAL DRUMS. 


The column is moving, the bugles are loud, 

They are shaking the flags o’er the heads 
of the crowd: 

And up the long street the old company 


{The following interesting soldicr’s 
letter was written by Private Edward 
R. Haggin, Fourth United States Cav- 
-alry, to his mother, Mrs. BE. T. Hag- 
gin, formerly of Pasadena, now resid- 
ing at Winslow, Ariz.:] 


non and Judge E. T. Colborn, both of 
Utah, are guests of the Brown Hotel. 
The gentlemen will remain several days 
in Denver. .. Last evening, in 
speaking of the new day which has 
dawned for that vast region between 
the Rocky Mountains and the Pacific 
Coast range, the Judge called atten- 
tion to the UtHh and Pacific Railroad, 


Washington Bureau—4 Post Building. 


dissipated nature. They are a vicious 
Bastern Agents—Williams & Lawrence, Tribune Bldg., New York; 87 Washington St., Chicago 


gang, if half that is told of them is 
true. One of their playful occupations 
is said to be throwing stones at pass- 
ing trains, and they prefer passenger 
trains to those loaded with freight. Re- 
cently these missiles broke the win- 
dows on one train, and barely missed 


Eighteenth Year. 


Times 


ounded Dec. 4, 1881. 


Che 


comes, 
But the hands of the young men are beating 


MANILA, 1 
the drums. LA, April 18, 1899.—My Dear 


Mother: I have not neglected writing. 


Every Morning in the Year. 


oa 
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REMEMBER THE DAY. 
'* This is a day that should be sacred 


nm the hearts and behavior of all pa- 
triotic Americans. The graves of the 
@éad in three wars are to be bedecked 
With fragrant blossoms in token of 
Feémembrance and gratitude, and in 
‘the spirit of loyalty to the flag of the 
‘ptripes and stars. Let us not profane 
‘this sacred anniversary—the one day 
we give to the heroes of the republic 
Who have passed over to the silent 
Majority—by turning the memorial 
event into a day of froystering, or 
Facing, or the playing of games, but 
let all those who lové the republic 
and rejoice in the achievements of its 
‘gone, give to the day a fitting and 
~proper observance. Of all the days 
@n the calendar, the 30th of May 
ould be held in the most sacred and 
oyal remembrance, in recognition of 
Me splendid achievements of those 
‘who gave their lives to save their 
country from dissolution and those 
others, the youths of today—our sons 
@nd our neighbors’ sons—who, in 
the islands of the farther seas have 
given their all that the light of lib- 
erty may illumine the dusky faces of 
the benighted. It is the duty of ev- 
ery good citizen to show by his acts 
today that he is not unmindful of the 
great sacrifices that have been and 
are being made, that he may enjoy 
the blessings that are so abundant 
On every side—the blessings of good 
government,’ peace at home, honor 
abroad, and that of a nation united 
forever through the matchless valor 
of its sons above whose stilled hearts 
Dn. this day we scatter the beauteo 

‘blossoms of peace. 


ADOPT THE ORDINANCE. 

‘An ordinance was introduced in the 
City Council yesterday, providing that 
all the street cars operated in the city 
shall be provided with life-saving fen- 
ders and improved brakes. This ordi- 
mance is a good one, and, with some 
possible modifications, ought to be 
edopted by the Council without serious 
opposition. Whether the particular 
styles of fenders mentioned in the 
dinance are the best that can be ob- 
tained may be a debatable question. 
It is c ed that they have been 
tested in. Francisco and that they 
have proved satisfactory. If so, they 
might answer all requirements in Los 
(Angeles. Or there may be in the mar- 
ket some" other and better style of 
Sender than those mentioned. Los An- 
meles street cars should be equipped 
with the best safety device that can 
‘be obtained, and the merits of all 
should be well understood before the 
use of any particular kind or make is 
made obligatory. 

THe Times has frequently pointed 
out the urgent necessity for the equip- 
ment of the electric cars in this city 
with some improved form of safety 
fender, and we are pleased to note 
that the City Council has at length 
taken hold of the matter. There 
should be no backward step, and no 
unnecessary delay. The first cost will 
be considerable, to the railway com- 
panies. But in the end the use of the 
fenders will undoubtedly be found a 
true measure of economy, in a finan- 
cial sense, to say nothing of the in- 
creased safety to life and limb, which 
is a consideration that has no proper 
equivalent in dollars and cents. Let 
ts have the fenders as soon as possi- 
ble. | 


Another attempt to create a stam- 
pede to the alleged gold diggings of 
= the Far North is being made, the re- 

ports being sent out, as usual, from 

Seattle. According to a letter from 

@ prospector jn the Cape Nome dig- 

gings: ‘The country for miles around, 

while not quite covered with gold, 
would, if it were all washed out, pro- 
duce nearly enough to pave the streets 
of Seattie.”” Such fairy stories as this 
are valuable to the _ transportation 
companies and furnishers of mining 
supplies, but they invariably turn out 
to be trying on the individuals who 
through their lure are led into the 
frozen wilds where stalks famine, 
scurvy and all manner of suffering. 

The man who goes to Cape Nome ex- 

pecting to shovel up gold in carload 

lots will surely be disappointed, and 
even if he return with riches the price 
he will be compelled to pay will be 

Sar greater than the reward. Good 

lick stories from Alaska, as people 

have learned to their sorrow, should 
De heavily discounted. 


OUR FOREIGN TRADE. 

The growth of manufactures in the 
United States has been one of the 
marvels of our marvelous development. 
Our nation is, today, the greatest 
manufacturingg nation in the world, 
having eclipsed Great Britain in many 
important lines of manufacture. But, 
unlike Great Britain, our manufactur- 
ing greatness is due principally to the 
vastness and excellence of our home 
market, rather than to the extent of 
our trade with the outside world. 

The people of the United States 
consume more commodities, of nearly 
all kinds, per capita, than do the peo- 
ple of any other nation on earth. If 
we had not had the advantage of the 
best home markets in the world, our 
manufactures would not have shown 
such wonderful growth, and in all 
probability we should still be very 
far from holding the manufacturing 
supremacy of the world. 

Our foreign trade, so far as manu- 
factured articles are concerned, has 
been much neglected in the past. We 
have been kept so busy supplying the 
demands of the home market, that we 
have not taken pains to cater to the 
demands of the foreign market. Such 
of our manufactured products as have 
found a market abroad, have entered 
that market in the face of numerous 
obstacles which the manufactures of 
other nations have not been required 
to overcome. While the manufac- 
turers and tradesmen of England, 
Germany, France, and other nations 
have made special studies of the needs 
and the whims of their foreign pa- 
trons, the manufacturers and trades- 
men of the United States have made 
no such systematic study. They have 
made no special effort to secure for- 
eign trade, but have, generally speak- 
ing, proceeded on the assumption that 
foreigners could take their goods or 
let them alone, as they saw fit—a 
statement of the case which, though 
true in point of fact, is nevertheless a 
very poor trade maxim. 

Our consuls in foreign lands have 
repeatedly pointed out the fact that 
American manufacturers and mer- 
chants do not make as earnest an 
effort as they ought to comprehend 
and meet the demands and needs of 
the foreign trade. Year after year we 
have seen our European competitors 
supplying the markets of South Amer- 
ica and Mexico with goods that we 
could and ought to supply, by reason 
of our comparative nearness to the 
market. They were able to do this 
because they studied the needs and 
conformed to the peculiar ideas and 
caprices of the people who purchased 
their wares. 

If we would succeed in the foreign 
markets, we must follow the same 
course. We must study to please our 
customers, for this is the only prac- 
ticable road to commercial success. 
The time is close at hand when we 
must increase our foreign trade if we 
are to keep our thousands of mills 
and factories and our millions of 
workmen busy. Vast as are the de- 
mands of the home market, our manu- 
facturing capacities are vaster, and 
will oversupply the market unless we 
find an increased outlet into the for- 
eign markets. We must therefore look 
to the future while considering the 
present. We must give increasing at- 
tention to the wants of our customers, 


as regards the kind of wares they | 


will buy, the manner of packing and 
shipping, the terms of payment, and 
the numerous other details which en- 
ter into the problems of prosperous 
trade. 

This is especially true of our trade 
with the Orient, which, if right 
methods and wise policies be pursued, 
will expand to colossal proportions 
during the next few years. A vast 
empire in the East is about to open 
its doors to the commerce of the Oc- 
cident. The Philippine Islands are 
on the direct course to that great 
mart of the future for American trade, 
hence we need them in our business. 
The United States ought to get its 
share of this commerce that is to be; 
and we can get our share if we will 


pursue common-sense business methods 
in acquiring ‘it. 


In address before the tuberculosis 
congress in Berlin, Prof. Rudolph 
Virchow rejected the theory of 
hereditary tuberculosis, declaring that 
this doctrine was contradicted by all 
his pathological researches. He 
stated, in the course of his address, 
that he had never found tuberculosis 
in unborn or new-born infants, though 
it might be contracted during the first 
day's existence. This is in direct con- 
flict with popular belief regarding 
that dread disease, consumption, al- 
though it is a fact known to laymen 
as well as to medical experts that 


grow peanuts as large as pumpkins, 
through the application, we presume, 
of electrical ensilage. But then one 
cannot hope to keep.up with Tesla; 
his gait is entirely too speedy for 
those who pin their faith upon ac- 
complishment, rather than upon prom- 
ises that are fantastic, freakish and 
akirish, 


Emperor Francis Joseph remarked 
to Mark Twain, during their famous 
meeting the other day, that he was 
“much gratified to observe the effi- 
ciency of Americans from a military 
standpoint.” It has taken some time 
to make it clear to the world that we 
know how to sail ships, to maneuver 
armies, and to shoot; but the record 
of our men on land and sea during 
the past year has given us a standing 
in camp dnd court that is likely to be 
permanently lasting, as well as grat- 
ifying to national vanity, of which 
Americans doubtless have their due 
share. 


The manager of the North American 
Transportation and Trading Com- 
pany estimates the Klondike gold 
output this season at $30,000,000. 
Of course, considerable should 
be given to the shrinkage that 
usually results between such ex- 
travagant “estimates” as this and the 
actual output which reaches the mints. 
Managers of northern transportation 
companies, as is well known, have ex- 
tremely vivid imaginations. 


There is comfort in calamity, no 
matter how serious or expensive the 
calamity may be. The destruction of 
the Midway Plaisance at Coney Island 
included, among other things, the 
burning of a roller coaster and _ the 
loss of a few dozen nerve-torturing, 
seaside pianos. The consolation to 
be got out of this can be fully appre- 
ciated by those only who have visited 
resorts of this character. 


The cyclone movement in the East 
this spring seems to be active, wide- 
spread, and, as usual, decidedly rotary. 
Those persons who find that the cy- 
clone disagrees with them may find 
great relief by settling down in Cal- 
ifornia where the twister never comes. 


The Bradley-Martins give formal no- 
tice that they have quit America for- 
ever. And still they don’t seem _ to 
have left much of a hole in this great 
country; it is still jogging along 
nicely without slipping a single cog 
or turning a solitary hair. 


Jerry Simpson of Kansas says the 
newspapers were the cause of his 
downfall. The man who alleges that 
the newspapers have never done any 
good in the world will be now given 
two minutes in which to take it all 
back. ‘ | 


A fashionable woman’s club of Chi- 
cago has voted to discard corsets. 
Woman suffrage, if carried’ out on 
these lines, is something to which no 
man, however much of a brute he may 
be, has any reason to object to. 


Mr. Peffer will be compelled to take 
crow in his, the fattened calf is being 
stall fed for the big crowd that will 
come back onto the reservation should 
Col. Bryan begin once more to brand- 
ish his 16-to-1 tomahawk. 


Mr. Howells says that Spanish 
writers of fiction are superior to ours. 
No one who read the dispatches from 
Madrid during the late war will have 


the heart to disagree with the author 
of “Silas Lapham.” 


-A debating club in Hackensack, N. 
J., has decided that woman is not 
man’s equal. This sort of thing helps 
oné to understand why New Jersey is 
inadmissible to the galaxy of Ameri- 
ean States. 


No women were sent to the peace 
conference at The Hague, for the prob- 
able reason that the record of the 
Board of Lady Managers at the 
Chicago Exposition is still vividly re- 
membered. 


All a Filipino has to do, to become 
unpopular with Gen: Luna, is to 
sympathize with a peace movement. 
We shudder for fear Luna will view 
with disfavor that meeting at The 
Hague. 


Gen. Miles is writing a book, and it 
is sure to be a good one, for Gen. 
Miles is a splendid soldier, and a man 
who knows all the time, exactly 
where he is “at.” 


Evidently Aguinaldo refuses to be- 
come the white man’s burden in view 
of the adroitness and success with 


which he keeps out of the white man’s a side in his 


‘reach, 


The dispatch printed yesterday re- 
garding the death of Aguinaldo sounds 
a good deal like those that reached us 
from the Philippines last May via Ma- 
drid. 


It will be interesting to hear 
strangers attempt to pronounce the 
name of the new warden of the prison 
at San Quentin. 


There are 20,000,000 peasants starv- 
ing to death in Russia. If the Czar 
succeeds in being able to get along 


Not now as they rolled in the war year's 
great ire, 

When the Wilerness burned with that 
crackle of fire, 

And flung back the wail and the dread that 
benumbs, 

While the fingers of death held the snares 
of the drums! 


For the cannon no more looks down to the 
South, 

But the smoke of rejoicing breaks now from 
its mouth, 

And curls from the vent that the cannoneer 
thumbs; 

And its reverent thunders respond to the 
drums, 


And they lead where the lilies have tossed 
their sweet surf 

On the graves of old comrades, and whit- 
ened the turf; 

And honor’s low voice in 
hums, 

For the people’s hearts beat with the crape- 
banded éruma. 


the undertone 


And the sanctions of God look down on the 


daya 
For in Him do we trust—and have trusted 
for aye 


And aye will we walk where His righteous- 


ness plumbs, 
While His chariot rolls in the van of the 


ms. 
J. E. CUTTDR (’62-’65.) 


THE IMMORTAL DEAD. 


Revered immortal dead! Silent and still 

Ye lay beneath, awaiting trump of horn 

That shall in ages hence the welkin fill 

To tell your dormant souls new life is born. 
Once more upon the curved and grassy grave 
We, children of the past, in reverence lay 
Our simple wreaths. ‘Twas ye who died to 


save. 

A country’s call ye heard but to obey. 

To victor and vanquished, without recoil, 

Or hate, or jealousy, as to the bier 

Of one we love, do we entomb the soil 

With radiant flowers and shed the trickling 
tear. 

God bless ye all, in darkest night of Death! 

God bless ye all in Life’s immortal day! 

Heroes and martyrs — now — whate’er in 
breath. 

Our tears and flowers for both the Blue and 


Gray. 
B. H. RYDALL. 
CHURCH A PLACE OF REST. 
The Sunday 


Service 
Mind. 


“Look at the steady strain upon you,” 
writes Bishop Hurst, discussing ‘“‘What 
fs the Good of Going to Church?” in 
the June Ladies’ Home Journal. ‘“‘The 
average American week is one intense 
effort to get beyond the limitations of 
the week just gone. Every nerve and 
force of body and brain have been 
under the stress of excitement and 
rush. Six days are enough for the se- 
vere tension, and break many a one 
down in the process. Let the struggle 
be stopped every week by one perfect 
day of rest. The church is essentially 
a place of rest. Every part of the 
service furnishes relief from the bur- 
dens and cares of the week. The 
music brings calm and refreshment. 
The hymns lift one above the plane of 
the secular and commonplace. The 
lessons from the Bible, and the preach- 
ing on topics connected with present 
and future accountability, lead one into 
a new field of thought, and give a sense 
of responsibility and a serious signifi- 
cance not at all suggested by the activ- 
ities of business. The Sunday service 
inevitably develops the mind and 
broadens the areas of knowledge. Many 
a sermon may fail to interest, but now 
and then one is heard which brings 
the hearer into a new region, such as 
that of missions abroad or humane 
work at home. A new light may be 
thrown upon the scriptures by recent 
research: the relation of Christianity 
to human society may be seen as never 
before: and the old Bible may be found 
to apply in a remarkable way to the 
current needs of men.” 


ANTS AND THEIR ENERGY. 


If They Were Large Enough They 
Would Rale Everything. 


{Cincinnati Enquirer:] If ants were 
large enough they would rule the 
earth. As it is, they predominate the 
politics of their own sphere, and have 
many human characteristics. 

The longest time for which an ant 
sleeps is three and one-half hours. On 
awakening they stretch their legs, 
yawn, and then carefully clean them- 
selves by applying their legs to their 
mouths and rubbing them over their 
bodies, very much In the style of a 
cat washing her face, after which they 
comb and brush their heads ahd bdédles 
with the natural comb which nature 
gives. 

The most remarkable thing about 
this {s that almost every necessity for 
which we are obliged in our case to 
employ more or less complicated me- 
chanical contrivances is provided for 
by the physical structure of the ants. 

Ants clean themselves both before 
and after sleep, and also after eat. 
ing. Frequently one ant will lick and 


Developr. the 


brush another all over, limb by limb, 
the ant operated on sprawling on her 
back, relaxing her muscles and aban- 
doning herself to the enjoyment of the 
operation. 

They are great hunters, attacking 


snakes, lizards, rats, mice, centipede 
and beetles. 


Aguinaldo Has Become a Coward. 


[San Francisco Chronicle:] In his 
earlier days as an enemy of Spain, 
Aguinaldo is credited with the display 
of remarkable courage, but these as- 
sertions were not borne out by his 
conduct after American occupation. He 
seemed to be tn constant fear of the 
knife thrust or bullet of an assassin, 
or the poison of the murderer. When 
he appeared in public he was walled 
in with a human armor, and at his 
home all of his food was prepared by 
his wife or mother. The former is an 
attractive half-caste. and the other a 
coarse-looking mative woman, who 
smokes atrocious cigars. At state 
dinners, which were given quite often 
at Malolos, two chamberlains always 


stood at the back of the dictator’s 
; chair. and nobody was allowed to ap- 
proach him. Armed guards stood by 

offiee, and an armed 
uard watched over him while he slept. 
Into this never-ending watch entered 
the members of his family, and not a 
| Single rrecaution was overlooked. The 
| White Czar is no more deéply con- 
cerned over the wholeness of his skin 
than this black one, who has just 
stirred up the old eagle; 


Dorlington’s Self-protection. 

DENVER, May 29.—The Times says 
tonight: “The aggressive western 
movements from the big trans-Missourt 
lines has led the Burlington to practi- 
cally decide on a step for self-protec- 
tion. This is the extending of their 
mountain line from Billings to Butte, 
a distance of 260 miles. This move 


was divulged by one of the Montana 
agents of the 


Burlington systam ray 


in, the city.” 


I have not had time to do so. You 
have read by this time of our fight in 
Santa Cruz, and of our escape. Well, 
we left Pasig on the 8th and marched 
five miles to San Pedro Macati in com- 
pany with the Fourteenth, one  bat- 
talion of the North Dakota regiment 
and one battalion of the Idaho regi- 
ment, making in all 1509 enlisted men 
under command of Gen. Lawton, and 
called “the flying column.” 

We were put on canoes and towed up 
the Pasig River to Pasig Lake, and 
on up the lake to the town of Santa 
Cruz. At 2:30 o'clock the gunboat La- 
guna de Bay commenced bombarding 
the town; at 3 o’clock the Fourteenth 
landed and went into camp outside the 
town on the west side. We slept in 
the canoes, and all night long we could 
hear the insurgents’ bugles blowing 
and the troops marching into the city, 
and, mamma, it seemed strange to be 
lying there in the face of the enemy, 
all singing songs and making merry, 
without a thought of the morrow, all 
knowing that the next night some of 
us might be lying dead. Well, at 4:30 
we were awakened, and at 6 jumped 
overboard and waded ashore, the water 
being only waist deep. 

The silence that prevailed that morn- 
ing was intense, and not a “nigger’’ in 
sight. L troop took the extreme 
right, C troop in the center, and 
G troop on the left. After we had 
deployed as skirmishers, we advanced 
on the city at a walk, Right in front 
of L troop was dense underbrush, and 
we expected to find the enemy there, 
Not a shot had been fired till 7:10 
o'clock, when, all at once, from their 
trenches, came a terrible volley, as if 
from a thousand rifies. The command 


‘was given to lie down and fire, which 


we did, and, mamma, the lead was 

ng around my head like hail. We 
red about fifty rounds, and saw it was 
no use; then the command was given 
to charge, so we all started right into 
the clearing, and into the fire. Not a 
man in that whole line wavered for a 
minute, but each one pressed on as 
hard as he could go. It was a spirited 
sight to see that line of 250 dismounted 
cavalrymen charging a line of well- 
equipped infantry. The enemy con- 
tinu pouring volleys into us, until 
we were within fifty yards of their 
trenches, when they broke and run in 
wild confusion. Well, mamma, you 
know how I like rabbit-shooting; it 
was nothing compared to shooting nig- 
gers on the run. I just got down on 
my knees and poured shot after shot 
into them, and when my gun was 
empty, I used my revolver with 
effect. We killed about 160 that day, 
and as we marched into town it was 
deserted, except for -the inevitable 
Chinaman, who had remained in town. 
The three troops were quartered in 
the church and given the provost duty 


ae marched on after the insurgent 
army. 

The second day we were there I 
was given charge of eight native pris- 
oners. I buried thirty-two niggers in 
one hole; some of them were in very 
bad shape, and altogether it was a 
very undesirable job, and I felt’ re- 
lieved when it was over with. Some 
C troop men found considerable money 
in a shack, but as they could not 
carry it, had to leave it behind. A 
partner of mine and myself found 
about $200 in 2-cent pleces, but, of 
course, could not get away with it. 

The- six nights we were in Santa 
Cruz _ tI only slept one night, and con- 
sequently feel pretty tired now, and 
will have to close and go to sleep. We 
came into quarters yesterday, and ex- 
pect to move on Paranaque tomorrow. 
I pray I may be as fortunate there as 
I have been. I received a bullet 
through my shirt, but not a man of 
L, troop w@s hurt, and only one E troop 
man killed. 

_ We are receiving great praise for the 
work we did, and we certainly deserve 
My love to the dear ones at home. 

Your son, 

EDWARD R. HAGGIN. 


THREE MEN STABBED. 


Serious Row in a Neyv York Restan. 
rant—The “Leddy Gang.’ 

[ASSOCIATED PRESS DAY KEVORT.} 

YORK, May 29.—Three men 
were stabbed in a restaurant in Fifth 
avenue early today, and two are said 
to be fatally wounded. Adolph Rabb, 
the proprietor of the place, and John 
McVea, a waiter, are in custody, 
charged with doing the cutting. 
Thomas McQuade, John Cushman, 
Owen Thompson and two others, mem- 
bers of what is known as the ‘‘Leddy 
gang,” entered the restaurant last 
night, where they created a disturb- 
ance and insulted the proprietor, threw 
dishes about, broke furniture and mir- 
rors. They were finally ejected. Four 
or five hours latér they retlirned and 
ordered steaks and other foods, which 
were served to them. They refused to 
pay and again attacked Rabb and Mc- 
Vea, who retreated to the kitchen. 
Rabb armed himself with an oyster 
knife, and McVea picked up a club, 
with which he defended himsetf. 
Finally the roughs were driven out of 
the place, and a policeman Was sum- 
moned by McVea rapping on the side- 
walk with his club. me distance 
from the restaurant, McQuade, Thomp- 
and Cushman were found 
lying on the sidewalk, bleeding from 
cuts in the abdomen. McQuade’s en- 
trails were protruding, Cushman’s 
wound was also very severe. McQuade 
said Rabb stabbed him, while Cush- 
man and Thompson said they were 
wounded by McVea. The two men who 
were with those wounded escaped, but 
the police know their names, and are 
searching for them. Rabb and McVea 
both bear good vA utations. The 
wounded men are 19 to 21 years 
oe age, and are known as tough charac- 
ers. 


Rebelled at Last. 


{New York Press;:] Gen. Blank is 
the father of thirteen children, whom 
he calls his numereus and beautiful 
posterity. In the first few years of 
married life he and his better half 
used to divide the breast of the chicken 
between them, but as the posterit 
came along one after the other, eac 
pnnariting @ fondness for the “white 
meat,” he drifted dually to the 
less desirable parts of the fowl, until 
finally nothing was left to him but 
the neck. It came to be his habit, at 
50 years, to imagine all poultry was 
composed of cervical vertebrae. One 
night ,when hé and Mrs. Blank dined 
with old friends, he was asked by the 
host: “General, whieh part do you pre- 
fer?’ Rather absentmindedily he was 
about to say, “Oh, anything you have 
left,” when his wife whispered to the 
carver: “The neck; he dearly loves it; 
he hasn’t eaten any other part these 
twenty years.” When they got home 
he said to her: “My dear, I have been 
sacrificing my tasté for @ long, long 
time, and I had an idea that the sacri- 

was. appreciatel. Rut you have 
grown callous. It ts bad mough at 
home to be held down to the neck, 
but hereafter when we dine out do ive 


— 


me @ chance at the wing, or at t 
athe second joint.” 


of the city, while the rest of the com-’ 


two ladies, who were seated just by 
The broken glass flew all 
about, one piece striking a lady in thé 


the glass. 


eye and inflicting a severe wound. 


The names of a dozen of these vicious 
railroads 
threaten to take steps against them. 

By the new time card of the Santa 
Fé, which goes into effect next Sun- 
the overland will leave here at 
9:50 a.m., half an hour earlier than at 
train will 
leave at 9:05 a.m., and the train now 
going to Riverside via Orange, leaving 


boys are known, and the 


day, 


present. The San Diego 


at 10 a.m., will be taken off. 


Today all the railroad offices will ob- 
serve Sunday hours, 10 to 12 a.m., be- 
ing closed the remainder of the day. 

e Santa Fé has secured the serv- 
ices of the Seventh Regiment Band 


for Redondo this year. 


A. G. Wells, general superintendent 
of the Santa Fé, is home from Chi- 


cago. 


Cc. F. Lape, superintendent of ma- 
chinery for the Santa Fé, at San Ber- 


nardino, was in the city yesterday. 


W. F. Merrill, second vice-president 
of the Erie road, come in yesterday in 


his private car. 

T. F. Fitzgerald, 
agent of the Texas 
from San Francisco. 


Pacific, is 


H. B. Henderson, chief clerk to G. W. 
Nevin, general manager of the Santa 
Fé, went to'the Fullerton oil field yes- 


terday. 


“JUST ONE GIRL.” 


PADEREWSKI CAN NOW PLAY IT 


TO HIS WIFEY. 


— 


The Pianaforte Performer 


the Pope’s Consent. 


[BY DIRECT WIRE TO THE TIMES.] 


NEW YORK, May 29.—[(Exclusive 
cable 
says that it is learned there on unim- 
peachable authority that Ignace Pad- 
erewski, the pianist, was secretly mar- 
ried last December to Mme. Elena 
Gorski, the divorced wife of regen 
or- 
merly a member of the Lamoureux Or- 
chestra. _Mme. Gorski, when in Ge- 
neva recently, signed herself “Elena 
” on the register of the Ca- 


Dispatch.}] The World's Paris 


Gorski, a well-known violinist, 


Paderews 
sino there. 


Mme. Gorski and Paderewski are now 
living quietly in Paris together, await- 
ing the Pope’s dispensation before hav- 
The dis- 
is not > really 
needed, as madame’s Marriage to Gor- 
ski was illegal, having been without 
the consent of her parents, as the 


ing an ecclesiastic marriage. 
pensation, however, 


Polish law requires. 


She is 44 years of age, older, there- 
in- 
tensely black hair and Jewish features, 
which can look beautiful and ugly by 
turns, and has remarkable fascination. 
Paderewski has been devoted to her; 
orski 
took care of Paderewski’s invalid son 
in the days of the great musician's 
In case of an 
will 
probably give his wife away, as was 


fore, than Paderewski. She has 


from the time when, years ago, 


poverty and obscurity. 
ecclesiastical marriage, Gorski 


done by Ruskin to Sir John Millais. 


FUNERAL OF H. W. SPALDING. 
Remains are Cremated After Serv- 


ices at His Late Home. 


Funeral services over the remains of 
Hamilton Wood Spalding were held 
at the home of his parents, at the cor- 
ner of Seventeenth and Georgia streets, 
at 2 o’clock yesterday afternoon. Rev. 
Cc. J. K. Jones of the Church of the 
Unity had charge of the ceremony, 
which was simple in the extreme, 
attended. 
Music was furnished by a quartette 
composed of Prof. and Mrs. Frank L. 
Pease and 
Charles Jones. Following the services 
at the house the remains were taken 
where private 


ody was 
laced in a vault until last evening, 


The funeral was largely 


Huebner, Miss Annie 


to Rosehill Cemetery, 
services were held. The 


hen it was cremated. 
The following you 


ceased, were the pall bearers: 


Enderilein, Harold Scotchley, 
King, 


house was generally observed. 


Hamilton Wood Spalding was the 
oldest son of W. A. Spalding. He died 
Saturday evening after an illness of a 
little less than a week, and was 19 


years old at the time of his death. 
PUBLIC SCHOOLS CELEBRATE. 


Patriotic Exercises are Held in All 


the Buildings. 


The public schools of Los Angeles 
day yesterady 
afternoon by the holding of patriotic 
éxercises in all of the grades. Songs 
and recitations made up the greater 
part of the programmes, and at several 
of the schools the pupils were ad- 
dressed by clergymen and members of 


celebrated Memorial 


Coast passenger 
home 


Married 
in Secret Last December to the 
Divorced Wife of Violinist Lad- 
islias Goreki—They Now Await 


ng men, all of 
whom were intimate frirends of the de- 
Max 
Horace 
Elan Keneagy, Robert Fowler 
and Clinton Juty. The request of the 
family that no flowers be sent to the 


“That road,” said he, “ought to be 


Denver. It is aiming at Los Angeles 
and ig bound to get there. It is now 273 
miles in length and has practically 
reached the western boundary of Utah. 
The route is 500 miles shorter than any 
other road now operating between Chi- 
cago and Los Angeles, and when the 
road is completed the time betaveen the 
lakes and Southern California will be 
shortened twelve to fifteen hours. A 
large part of the travel will come 
through Colorado and there is where 
this State will reap the benefit. Every 
year as the trade with the Orient in- 
creases, the importance of this new 
artery of trade will be more apparent. 
If the Japanese establish a line of 
steamers from Southern California, as 
it is believed they will, the Orient will 
be brought closer to us than ever and 
trade will naturally seek the shorter 
route. 
“The new. railroad passes through 
what is really the last virgin mining 
country of the United States. In the 
early part of the ‘60's when Pioche, 
Virginia City, Elko and other mining 
camps were in full tide of development, 
the overflow drifted into a region 
known as the Deep Creek district. This 
is in Southwestern and Central Nevada 
and extends to Central Utah. Thirty- 
two mining camps were established by 
the overflow from the great mining cen- 
ters and mines were opened which pro- 
duced as high as $1,000,000, the ore at 
that time bearing the long wagor haul 
to the railroad, many miles away. Tens 
of thousands of tons of rock went on 
the dumps which would now be. recog- 
nized as bonanza ore. All that is neces- 
sary is cheap transportation to Salt 
Lake and the dumps would disappear. I 
believe there is going to be a revival 
of mining in those long deserted dis- 
tricts which will eclipse anything of 


The main line of the railroad now in 
course of construction will open the 
field and branch lines will be called into 
existence to convey the ore from the 
mines lying at either side of the main 
artery. 

“Southwestern Utah has vast coal 
and iron regions which will yield boun- 
teously ta the hand of enterprise. I 
have examined one seam of Céal in the 
southwestern part of the State which 
carries over 100 feet of coal frem fioor 
to ceiling. This is one of the 
coal veins in existence. 


three miles wide, which can e 
traced on the surface for fifteen 
This is pronounced the greatest 
of ore in America. It is said that h ~ 
shoes may be seen in Utah which have 
been hammered out of that vein. 
association of iron and coal megns 
great manufacturing establishments in 
the district and when the demands of 
China and Japan have developed suffi- 
ciently look out for mighty develop- 
ment in Utah.” 

; Mr. Colborn is equally high is his 
praises of a s.iculture and scenery, as 
applied to Utan. He declares trom 


ern Utah has the finiest winter resort 
spot on the continent—a spot where 
roses bloom in January and tropeal 
fruits are raised in abundance. ‘The 
steady encroachments of the thriity 
population upon the desert, leads him 
to believe that the valleys will all be 
made to yield and a great populaticn 
will occupy them. The authorities 
the church encourage small. farms an 
ten-acre tracts are the rwle in the re- 
gion south of Salt Lake, instead of 166 
acres as.in other States. As to the 
mining development of Utah, Mr. Col- 
born is a ¢cyclopedia of information. He 
says it was left for Samuel Newhouse 
of this city to demonstrate that Utah 
had a richer deposit of copper than 


opened the eyes of practical mining men 
of the great ore deposits 
tah. 


Cure for Insomnia. 


“Insomnia is a” self-inflicted curse 
through the violations of nature’s 
laws.” writes Edward B. 
the June Ladies’ Home Journal. ‘The 
cause may be over-anxiety, planning 
for the morrow, thinking and worty- 
ing over yesterdays and todays, but no 
opiate can remove the cause, even 
though it may bring Sleep. If the 
cause is merely mental overwork ‘it 
may be quickly removed by relieving 
the brain of the excess of blood. 
Physical exercise is a panacéa for 
about every ailment which human flé#th 
is heir to. Therefore, stand erect, and 
rise slowly from the heels: descend 
slowly. this from forty to fifty 
times urtil you feel the congestion in 
the muscles of the leg. Almost instant 
relief follows, and sleep is soon in- 
duced. For those who are averse to 
a little work I would frecommend, in- 
stead a bow! of very hot milk (without 
s0 much as a wafer) immediately be- 
fore retiring. The hotter the milk the 
better for the purpose. This will prove 
a better sleep-producer than all the 
opiates known to medical science. It 
brings about an increased activity of 
the blood vessels of the stomach, caus- 
ing slight temporary congestion, which 
relieves the blood vessels of the brain. 
The hot milk is also quite strengthen- 
ing to the stomach.” 


Monster Lake of Beer. 
[Cincinnati Enquirer:] The beer 


which is consumed throughout the 
world in a single year would make a 
lake six feet deep, three and three- 
quarter miles long, a mile wide, or 


the G.A.R. 2319 acres in 
x of beer we could easily drown a 

Rev. H. Walker English-speaking people, to the num- 
Church and Rey. | ber of 120,000,000, throughout the en- 
school; Capt. | World: or we could give beer 
the Th the | bath to every man, woman and child 
8. at the same time in the entire conti- 
p ood ; 


rby, president of the Army and 
Navy spoke at the Sec- 
and an address 
was made at the Seventeenth-street 
At the Cam- 
bria-street school the pupils were ad- 
dressed by Mrs. Margaret Hughes, a 


Navy League, 
end-street school, 


school by Judge Baxter. 


former member of the school 
“PERSONALS. 


q. G. Kimball, a merchant of Red 


Bluff, is registered at the Van Nuys. 


§; P. Dunn, proprietor of the Arling- 
ton Hotel at Santa Barbara, is regis- 


tered at the Westminster. 

J. Wilkinson of Detroi 
who ig touring Southern Cali 
a guest at the Westminster. 


ing Indian School 

ite: is a guest at the Westminster. 
Mr. and Mrs. A. 

Bray, who have been s 


weeks in Southern California, stopped 


Mich., 
la, is 


Miss Estelle Reel, national superin- 
tendent of Indian schools, who is in 
Los Angeles in the interests of the com- 

Institute in this 


tinez. Pensions wefe granted to Call- 


nent of America, while all the peoples 
of England, Scotland, Ireland ahd 
cia could find standing room on its 


Not a Deadhead. 
{Kansas City Journal:] of 
Kansas preachers, the ev. G. H. 
Woodward, pastor of the Methodist 
Church in Goodland, prints the follow- 
ing card in the local paper: “I wish to 
iaferte the good people of this town 
that I will not accept complimentaries 
to public entertainments or to socials, 
and, when money is being raised for 
anything that is good for the people, 
do not pass me by. Let the people pay 
what they promised on my salary, let 
my salary be paid, and then if I play 
deadbeat ring me off.’ 


Mall and Pensions. ; 
WASHINGTON, May 29.—[Exclusi 
Dispatch.] Special. mail service was 
discontinued today between Fraser- 
ville, Contra Costa county, and Mar- 


fornians today as follows: Additional, 


Van Nuys Hotel yesterday. Isaac Teachout, Wstrella, $4 to $12. 
ate from San Diego eir howe ue and increase, John A. McCoy, 
| Bt.” oldiers’ Home, Los Angeles, $6 to $8, 


of special interest to the people of - 


the kind the world has ever known. ~ 


personal observation that Southwest- 


Montana, and his $13,000,000 deal has — 


Warman in. 


wee 
| 
| | | 
oe ——— 
| 
| 
| seen the iron mountains of Mfsouri, 
| but we have a body of iron pre in 
| | Southwestern Utah with an outctop of 
| 
| 
| 
| | 
| 
| Ww 
| | 
| | | | | 
| 
| | | 
| | 
| 
ri“ 
| | 
| | = 
| | | | 
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| 
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Fos Angeles Daily Times. 


7HE WEATHER YESTERDAY. 


U. 8S. WEATHER BURBAU, Los Angeles, 
May 29.—{Reported by George E. Franklin, 
Local Forecast Official.] At5 o'clock a.m. the 
barometer registered 29.96; at 5 p.m., 29.98. 
Thermometer for the corresponding hours 
ghowed 56 deg. and 62 deg. Relative humid- 
ity, 5 a.m., 80 per cent.; 5 p.m., 74 per cent. 
Wind, 5 a.m., southwest, veiocity 4 miles; 6 
p.m., southwest, velocity 9 miles. Maximum 
temperature, 67 dek.; minimum temperature, 
63 deg. Barometer reduced to sea level. 

DRY BULB TEMPBRATURD. 
Los Angeles 56 San Francisco ... 
San Diego 68 Portiand 

Weather Conditions.—Rain has fallen 
from Northern California and Nevada to Brit- 
ish Columbia. It was raining at 5 o'clock 
this morning at Eureka and Roseburg. 
Cloudy and threatening weather prevails on 
the southwest coast, with local indicatiohs of 
showers at Los Angeles. No material change 
has occurred in temperature in Southern Cali- 
fornia. Moderately cool weather continues 
on the North Pacific Slope, but no frost is re- 
ported this morning. 

Forecasts.—Local forecast for Los Ange- 
Jes and vicinity: Cloudy and unsettled this 
afternoon and tonight, with showers, oe 
ing fair by Tuesday morning; southerly 
winds; not much change in temperature. 

SAN FRANCISCO, May 29.—Weather condi- 
tions and general forecast: The, following are 
the seasonal rainfalls to date, as compared 
with the corresponding season, and 

it twenty-four hours: 
— Last twenty- This Last 


50 
58 Portiand ......... 48 


our hours. season. season. 
four 33.17 33.21 
Red Bluff ......- .54 
Sacramento ..... ee 
San Francisco 1.08 4.95 

San Luis Obispo.. bee “= 
Los Angeles | “bi 


San Francisco data: Maximum temperature, 
68 deg.; minimum, 50 deg.;. mean, 54 deg. 

The pressure has fallen during the past 
twenty-four hours on the western slope of 
the Rockies and has risen slowly over the 
Pacific seaboard. A depression of some depth 
has passed northward from Nevada into Idaho 
an@ Montana. The temperature has remainei 
nearly stationary over the Pacific Slope. 
Throughtout California the temperatures are 
10 deg. below normal. Rain has fallem in 
Utah, Northern Nevada, Northwestern Cali- 
fornia and south of the Tehachapi. A thun- 
derstorm is reported at Winnemucca and Salt 
Lake City. The following maximum wind ve- 
Jocities are reported: Salt. Lake, 36 miles 
per hour; from the southwest; Winnemucca, 
40 miles, from the southwest, and 32 miles aty 

from the southwest. 
eg ones at San Francisco for thirty 
hours, ending at midnight, May 30: 

Northern Califortiia: Fair Tuesday, except 
showers early in the morning in the northern 
portion; warmer; fresh westerly winds. 

Southern California: Cloudy Tuesday, with 
showers in the mountains early Tuesday 
morning; winds. 

na: Fair Tu y. 

Gan) Francisco and vicinity: Fair Tuesday; 
light southerly, changing to fresh westerly 
Times’ Weather Record.—Obser- 
vations made at 1 p.m. and —— daily: 


May p.m. Midnight. 
H rome er eereee 
Weoather cvs Cloudy ear 
Meximum temperature, 24 1% 

hours ...... 
Mininium temperature, 24 a 


ours 


ALL ALONG THE LINE. 


An episode of Memorial day to inter- 
est the entiré country, will be the fact 
that the memorial orator in Pasadena, 
Will A. Harris of this city, is the son 
of a Confederate soldier. 


The Californian who has a large crop 
of cherries this vay will roll in wealth. 
Last year this fruit sold at wholesale 
for 2 and 3 cents a pound. This year it 
brings from 6 to 7 cents a pound, 


The Phoenix Herald announces that 
an automobile carriage will soon ap- 
pear on the streets of that city. Where 
fis the enterprising citizen of Los An- 
geles who will introduce. the machine 


here? 

It is reported that one of the mem- 
bers of the City Council is preparing a 
new ordinance to regulate the riding of 
bicycles. It should provide for a 
cauldron of boiling oil in which to im- 


merse the scorcher. 


A man in Glenn county has been 
sent to jail because he was unable to 
pay his poll tax or the fine imposed 
for failing to do so. It is time that 
laws imposing the penalty of impris- 
onment for debt, even to the State, 
should be repealed. Such punishment 
is outrageous. —— 

The indications point to a more rev- 
erent observance of Memorial day to- 
day than for some years past. It is to 
be hoped that by next year public sen- 
timent will have been so awakened 
that there shall be practically no viola- 
tion of the spirit and purpose for 
which the day was established. 


It was made evident at the recent 
mass meeting in Ontario that the citi- 
gens of that colony are terribly in ear- 
nest in their purpose to bring to a sud- 
den and permanent close the disgrace- 
ful performances that have recently 
been taking place there: The temper 
displayed was one not to be trified 
with, and lawless characters will be 
given short shrift there hereafter. 


The Graham  (Ariz.,.) Guardian 
wouches for something big in the way 
of wheat in Arizona. It says A. H. 
Packer, a rancher near Safford, has 
den acres of wheat, “not yet in the 
dough,” the feight of which averages 
almost six feet over the entire field, 
and that the heads average five and 
one-half inches in length. If this sort 
of thing spreads, the “Great North- 
west” will soon be out of the race as 
a wheat-growing section. 


The Riverside County Horticultural 
Commissioners last week condemned 
18,000 orange trees sent to Riverside by 
a Los Angeles county nurseryman. 
According to the Enterprise, the trees, 
which had been vouched for as free 
from scale by the Los Angeles county 
commissioners, were found to be badly 
mfested with red scale. After the trees 

4 been condemned, the nurseryman 

notified and was allowed to bring 
em back to this county. Evidently 
re is a subect which ought to have 
ore light thrown upon it. *If. the 
tees were infested with scale, how did 
happen that they were pronounced 
aleless by the Los Angeles commis- 
joners? And why did not the River- 

e commissioners destroy them in- 
ead of permitting them to be brought 
ck here? . 

Second Mardock-note Trial. 
WILLOWS, May 29.—This afternoon 
mdge Pirkey set the time for the sec- 
md trial of the Murdock note case. 
ane next big legal battle will commence 
vember 27 of this year. 


NP wines at Woollacott’s, 124 N. Spring. 


| 


| Dr. Hagan testified to dressing Da- 


STIMSON-LAFAYETTE SCHOOL. 
Annual Reception Largely Attended 
by Society Women. 

The board of managers of the Stim- 
son-Lafayette Industrial School gave 
its annual reception yesterday after- 
noon at the Ebell Hall on South Broad- 
Way. Over one thousand invitations 
had been issued, and the rooms were 
crowded throughout the reception hours 
with representative society and phil- 
anthropic women. 
The large auditorium and reception 
rooms were decorated with hanging 
baskets of ferns and potted plants. 
Clusters of sweet peas and carnations 
added touches of color here and there, 

completing an effective arrangement. 

A musical programme was rendered. 
including vocal numbers by Mrs. J. 
J. Schallert, Mrs. Milton R. Stivers, 
Miss Lillian Scanlon and Miss Frieda 
Koss of Milwaukee, Mrs. W. B. Lar- 
rabee and Miss Huntley were accom- 
panists on the plano. 

There were talks about the work of 
the school, its aims and what has been 
accomplished, by Mrs. Sumner § P. 
Hunt, Mrs. C. M. Flint, and Mrs. M. 
L. Threlkeld, president of the board’ 
of managers, read the annual report. 

The report showed that in 
1898, there were only five in 
school. During the past year twenty- 
six have been admitted, making a total 
of thirty-one in school during the year. 
Fifteen girls have left the school for 
various reasons. Some have gone to 
parents and friends, who have needed 
their services, one on account of poor 
health, another- to have her eyes 
treated, and three girls have left on ac- 
count of their refusal to comply with 
the discipline of the institution. 

The sixteen remaining have made 
marked progress in each and every 
department of the work, neatness in ap- 
pearance and  ladylike deportment, 
showing such encouraging signs of 
growing into womanhood with a proper 
conception to themselves, that the so- 
clety feels greatly encouraged. More 
than all else they fully appreciate 
what has been done for them. 

By the kindness of the Board of Edu- 
cation and Superintendent Foshay a 
night school has been established, anda 
the girls are receiving physical cul- 
ture lessons, and are also taking a, 
kindergarten course. 

Mrs. Stimson has given a fifty-year 
lease on the property, and has agreed 
to pay $2500 per year for the. teachers’ 
salaries. The school depends upon the 
community for the balance. 

The cooking class from the school 
served refreshments in the dining-room 
during the afternoon. Mrs. Sumner P. 
Hunt, chairman: Mrs. L. W. Blinn and 
Mrs. C. M. Flint received the guests, 
assisted by the board of directors, in- 
a Hine, Danskin, 

. 2. est, ss ances Clark an 

Clara Howes. 4 


f. WITH CLUB AND KNIFE. 
How Frank McVey is Said to Have 
Done Up Arthur Davis. 

Frank McVey, colored, was before 
Justice Austin yesterday afternoon on 
a charge of assault with a deadly 


weapon the complaining witness being 
Arthur Davis, a white man. 

McVey, his father and Sister, and 
Davis, who is said to have married 
the McVey ‘girl at se&, all live at No.. 
25 East Edwin street. According to 
the story of the complaining witness, 
which is corroborated by Eva McVey, 
several nights ago Frank McVey as- 
Ssaulted his sister because she would 
not prepare his supper for him. He 
knocked her down, and was kicking 
her in the ribs when Davis appeared 
on the scene and ordered him to de- 
sist. McVey picked up a club and 
struck Davis a heavy blow, and then 
assaulted him with a knife, inflicting 
several cuts on his head, and one in 
the abdomen, 

The ‘defense attempted to get Davis 
to admit that he had previously had 
trouble with McVey, and had threat- 
ened him with a pistol, which was em- 
phatically denied. It was admitted, 
however, that the whole p&rty had 
been drinking more or less. 

Samuel McVey, the father of Frank 
and Eva, said that the latter had first 
assaulted her brother with a club, and 
that during the melée Davis entered 
the room and shouted: “Get out of 
the way; I'll shoot his brains out.” But 
McVey did not see any gun in 
hands of Davis; neither did he see 
Frank McVey have a knife. He said 
he thought it was time to make him- 
self scarce, and dodged out of the way. 


vis’s wounds two days after the cut- 
ting affray. While in the Receiving 
Hospital Dr. Hagan asked Davis why 
he had not called on him sooner, and 
the latter replied: ““‘We were all drunk, 
and I didn’t have sense enough.” 

No evidence was introduced on be- 
half of the defense, and McVey was 
held to answer to the Superior Court 
for trial, his bail being fixed at $500. 


N.E.A. Committee Meetings. 

_ An importrant meeting of the Execu- 
tive Committee of the Local N.E.A. 
will be held at the Chamber of Com- 
merce this evening, and tomorrow 
three sub-committees of the local as- 
sociation. will hold meetings. The Fi- 
nance Committee will meet at 3 o’clock 
in the afternoon at the Chamber of 
Commerce. The Music Committee will 
hold a meeting at the studio of Prof. 
Morrison, and a meeting of the Enter- 
tainment Committee will be held in 
the rooms of the Jonathan Club at 
noon. 


Steamed His Face. 


Fred Conley while scalding out milk 


cans in a Turner-street dairy yesterday 
morning, accidentally twisted the hose 
in the wrong direction and received a 
jet of hot steam squarely in the face. 
He hastened to the Receiving Hospital, 
where Jailer Cicotte applied a cooling 
lotion until Dr. Hagan arrived and 
took the patient in hand. Conley was 
badly scalded under the left eye, and 
will lose considerable of the cuticle of 
his left cheek. 


An attaché of the Chinese ministry at 
Paris, Cho Min, has committed suicide by 
shooting himself with a revolver. He was 
suffering from an incurable malady. 


blood is tppare then you 
; your 
bation is wreak. 
Pp well and 
unprepared for the 
work of the day. Your cheeks are 
gle and your complexion is sallow. 
ou are troubled w rr les, boils, 
or some érn of skin. y 
not purify your blood ? 


your nerves 8 


If you are bilious, take Ayer’s Pills. 
They greatly aid the Sarsaparilia. 
They c constipation, also, Price, 
25ca box. For sale by all draggists. 


Write the doctor freely all the 
ulars 4 eas 


. You will receive a 
prompt ut Address, 


, Lowell, Masa. 


the 


Tuesday, May 30, 1899 
Memorial 
Day 


This Store Will Close at 
12 o’ clock. 


F. B. Silverwood, 


124 S. Spring Street. 


— 


¢ Just Received. 
Beatrice Harraden’s 
New and Successful Novel, 


The Fowler. 


9. 246 South 
Parker S, Broadway. 


(Near Public Library.) 
Largest, most varied and most complete 
stock of books west of Chicago. 
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CRYSTAL LENSES FOR 
STAND WITHOUT A RIVAL. 
There's hone bettér at any price. 

J. P. Delany, optician 


Extra Special 


T rimmed 
Hats 


The Millinery World 
125 S. Spring St. 


$1 Sailors for 50c. 


Eclipse Millinery, 


337 S. Spring Street. 


Jumbo rough 
braid sailors 

in white 


BOSTON STORE, 


239 S. Broadway, Los Angeles. 


Announcement 


During the [lonth of June We Will Inaugurate 
A SERIES OF SALES 


Merchandise 


That will be worthy of the attention of every lady in 
Southern California. 

The class of goods that we will offer for sale will be in 
keeping with the standard of the house. 


NOTICE 


Of these sales will appear in the daily papers. 


7 HIS STORE CLOSED TODAY. 


SS SRS SSSSSSSRSES 


| 
| 
| 


| 


| 


Why 
_...._ A Jevne customer is sure to be a satisfied 
customer, 
You can depend on the Jevne quality, the 
honestly liberal Jevne measure, the one low, fair 
.. Jevne price and on the Jevne prompt delivery. 
Ina word, “You're safe at Jevne’s.” 
Why not commence to be a Jevne customer 
on the first of the month? 


208-210 S. Spring St.—Wilcox Building. 


Smoke Jevne’s Fine Cigars. 


Angeles. tox REFRIGERATORS 


JAS. W. HELLMAN, 157 to 161 North Spring 


We show the largest assortment of high. 


grade Refrigerators ever brought to Los 


UPRIGHT REFRIGERATORS...... $6.50 and upward 
$4.00 and upward 


St. 


Reliable 
Popular 
Prices, 


Spring and 
Third Sts. 


Goods, 
| Tel, Main 259 


English Club Coffees... 


PUREST JAVA AND MOCHA. 


Queen's Royal Blend Teas... 
IN LEAD PACKETS ONLY. 


Thos. B. Henry & Co., 
SOLE IMPORTERS. 


Telephone Black 1751. 734-7386 S. SPRING. 
....-Family Trade Solicited.... 


New Screens 
90c to $2.50. 


New easels 75c to $3.50. as 

Wheel chairs sold or rented. ( 
I. T. MARTIN, 

531-3-5 South Spring’ Street. 


Creates 
A _Perfect~ Complexion 


It prevents tanand sunburn. Eradicates wrin- 
kles by keeping the skin taut and smooth. 


0440000404 
4 
Our Experts 


Will ch 


nothing to ex- 
amine your eyes 
—you will know 
then just your 
requirements. 


Established 1886, 
Look for CROWN 
on the window 


ity. 

The Shoninger Piano has an easy action 
respording to the slightest touch—iv- 
ing a clear and a distinct tone. It is the 
highest grade at medium price. Easy 
Our regular price is lower 
other dealer's “special sale” price | 
8. 


WILLIASISON BROS, 


£27 Spring St. 


Continuance of the Silk Sale. 


The great success with which Mon- 
day's Special Sale of Silks at 75c a yard 
met, prompts us to announce that the 
sale will be continued Wednesday, 

There is still ample choosing from 
this gathering of the highest class novw- 
elties of the season, | 

Soft wearable Taffetas, Louiseines 
five and Gro de Loudries in exclusive waist 
lengths, stripes, checks, plaids and fancy 
| Cent warp—prints in the very newest de- 

ents signs and colorings, many of these worth 
up to $2.00 a yard, | 

A full line of soft finished, plain 
colored Faillesin dark red, robin's-egg 
blue, nile, salmon, light blue, brown and 
olive. This our fegular $125 line. The 
entire lot without reserve at 


75¢ yara 


Wednesday. 
Note--Store Closes Tod ay us 


Seventy- 


a 
Yard. 


Be 


4 


Weddin 


HERE is nothing better, nor more attrac- 
tive, than a piece of | | 


Pottery, Glasswareo China 

| FOR A BRIDAL GIFT. 
OUR STOCK is full of good things just: in 
line with this festive season, and we invite 


you to call and inspect our assortment of ALL 
THE LATEST NOVELTIES PRODUCED. 


H.F. Vollmer& Co 


116 South Spring St. 4 


Deposit your money where it will be earning more for you, Inter- , 
223 South Spring. Next Los Angeles Théater. 


x 
est paid on deposits by the 
UNION BANK OF SAVINGS. , 


4 
/h, @ 


‘Lead in Quality and Quantity.” 
Name? 


Gold Seal line of Teas are the finest imported into 
America in 1898. Oolong, Young Hyson, Gunpow- 
der, Kinglish Breakfast or India—all the same price 
and equal any $1.00, $1.25 or $1.50 Tea in this city. 
Our pri¢e is 75c per pound. The finest Japan in 
America, 55c¢ per pound. 
Store Closes at 12—noon-— Decoration Day. 
Telephone Main 26. 216-218 South Spring Street, 


H Blue Flame and Gasoline Cook Stoves 
Quick Meal Are the Best. 


314-310 South Spring Street. 


We want you to try one pound of our 80c, 35c or 
40c coffee. We are surethey will please you. 
Store closed all day tomorrow, Decoration Day. 
Phone Main 950. 623 South Broadway. 


DRY GOODS } 


Run 


made. Grace, beauty and stren 
are personified in the Crescent. 
bring it around here. We have 


prices will interest you. 


YON ARMS CO., 


Los Angeles, Cal. 


Starting for a Century 


on a Crescent bicycle gives perfect 
confidence that you will get there 
j quicker and with less annoyance from 

your wheel than from any other whee! 
gth 


your wheel needs repairing or tires, 


kinds of bicycle sundries and our 


132 South Spring Street, 


If 
all 


PABST BLUB RIBBON BEBR. 
$2.25 PER DOZEN QUARTS. | 


LOS ANGELES WINE CO., 
Telephone Maia 1532. CUT-RATE WINE MOUSE, 453 South Spring St.. 


\ 


So. California Furniture Co. 


Refreshment Sale 


Buy your Wines and Liquors this morning; we 
close our store about noon today. 


Read Over This List: 


Per gal. 
5-year-old Port Wine at............+0.. $ 37% 
20-year-old Port Wine at............+. 1 25 
5-year-old Sherry and Muscat at........ 42% 
20-year-old Sherry and Muscat at...... 1 25 
Fine Old Orange Wine at.............. 65 


= SOUTHERN CALIFORNIA WINE CO., 
fe 220 West Fourth St. 


Just Arrived 


Another carload of Thistie Bicycles, $30, 


‘ Ww $35 and $40. Installments orcash. Agents 
Wanted. 
~*~ Vim Cactus Proof Tires, $6 a pair. 


432 South 


GINS, BURKE BROS., 


fete Cauliflower and Cabbages. 


Now is the time to plant your cauliflower and cabbage seed for winter 
use. We havea va riety of plants for early fall. We are importers 
for the best strains for the Northern growers. 

Fine Tomato Plants. Large variety of Sweet Pea Plants and 
Climbing Plants. 


wae GERMAIN FRUIT CO. 143 and 145 S, Main St 


IS THE BEST... 


Retail Store—226 W. Fourth. Tel. M. 101}- 
out of the house, 25c, 
How to Keep Moths Out of Blankets. 


Meek Baking Co. borgest Bakery 
Tel. M. 322. Sixth and San Pedro Streets 
tI We guarantee to keep ts 
ure Ca Ellington Drug Co., il 
N.W. Cor. Fourth and Spring Sts. 
, >the CITY DYE WORKS before putting them away. and moths will never 


O. L. Wuerker,. 
Jeweler and Optician. If 
Expert Repair For any reason 
a a work in all branches your sight ls not 
ood call ep us 
Ve have the ap- 


©9 South Spring Street, . 
next to L.A. Therter 


skill 
experience 
to fit ANY BYE 


help. 
auxX VO 
© | BOSTON OPTICAL CO., 
235 8, Spring St. 


Kfte & Granicher, Proprietors 


plignces, 
and 


Prescription Druggists, have re- 
moved to 23! S. BROADWAY, 
opposite City Hall. 
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Los Angeles Daily Times. 


TUBSDAY, MAY 30, 1899. 


THR PUBLIC BERVIO“B,) 


BIDS FOR LIGHTING. 


LOWEST PRICES EVER OFFERED 
IN LOS ANGELES. 


Competition Hetween Electrical 
Companies Causes a Greater 
Slashing of Rates Than 
Was Expected. 


Dwindled Estate of Jean FP. Jaure- 
guy Proves a Puzzle to Atttor- 
neys and Court, as Well as 
Administratrix. 


Ten Jarors Selected in Alford Oase, 
and Testimony Will Probably 
Be Reached Wednesday. 


‘As a result of competition for the 
contract for lighting the city next 
year the price which will have to be 
paid under that contract will be lower 
than ever before for similar service by 
this city. The present contracting 
company reduced its price from $6.50 
per lamp per month to $5 under the 
present system, and if the tall masts 
are dispensed with its price will be 
$5.25 per lamp. The number of lights 
under the new contract will be 180 
more than those now in service. Only 
one bid for a city plant was received, 
and the company making it contends 
that its acceptance will result in an 
enormous annual saving to the city. 
The Gas and Light Committee of the 
Council will investigate the bids tomor- 
Tow afternoon at 2 o'clock. 

All bids for the construction of 
twelve new engine-houses were rejected 
by the Council yesterday, and the clerk 


Was directed to readvertise. The time 


limit for the construction is to be fixed 
at October 15, and a penalty for non- 
completion will be charged for each 
day thereafter. The new bids will be 
called for with this understanding. 


The city wants a share of the tro=1 


phies of war that are being distributed 

throughout the country. A resolution 

was adopted by the Council yesterday 

such a share of them ae t 

this city should have. 

The recently-enacted statute requir- 
ing companies to place 
safety fenders on their cars is to be 
enforced in this city. An ordinance 
was adopted yesterday ordering the 
local companies to so equip their cars. 

Until the petition for a rehearing of 
the receivership cases between the city 
and the Los Angeles Water Company 
before the Supreme Court has been dis- 
poset — no additions 

ordere o the water 
by the City Council. gees, 

Health Officer Powers has been 
granted a vacation, and will leave 
Thursday for the East, to be absent a 
month or more. 

The City Council yesterday officially 
canvassed the vote cast at the recent 
special annexation elections. The re- 
sult was found to be as published im- 
mediately after the elections. A state- 
ment of it will be sent to the Secretary 
of State, and when that has been done 
the annexation of the two suburbs of 
wae and University will be com- 

e. 

A somewhat extraordinary suit is in 
court, wherein Miss Elizabeth 
Schley, a kinswoman of Admiral 
Schley, figures as the defendant. She 
is being sued for $1300 on an agree- 
ment by which one Noah Martin loaned 
her the money, and in the event of 
his death bequeathed it to her. Martin 
fs not to be found, but his assignee is 
suing on the agreement on the suppo- 
sition that he is alive. 

The estate of Jean P. Jaureguy, de- 
ceased, which consisted of $4000, has 
dwindled to nothing, and aptly illus- 
trates the uncertainties attending the 
sheep industry. A peculiarity of the 
matter, however, was that neither 
court, attorneys or the parties con- 
cerned could comprehend from the ac- 
counts where the money had gone to. 

The Southern Pacific Company put in 
an application for a franchise for a 
ferry from San Pedro to the Catalina 
Yacht Club land, and‘were willing that 
the Supervisors should fix the tolls. 
As a proposition of law, it was doubt- 
ful if the Supervisors could grant a 
special privilege such as that asked 
for, and the petition was withdrawn. 

The suit of the Chicago Live Stock 


Company vs. Storts et al. will go to 


trial, for the demurrer of defendant 
and also the one of plaintiff to Chief 
Glass’s cross-complaint, have both 
been overruled, and ten days given to 
answer. 

A $20,000 damage suit has been 
brought against the Southern Califor- 
nia Railway Company by a minor 
named Walter Means, by his guardian. 
He met his injuries in an unusual way. 
An iron tank holding about 1800 pounds 
of sulphuric acid burst. and some of the 
acid was thrown over the boy. 


AT THE CITY HAUL.) 


CHEAP STREET LIGHTS. 


CITY TO REAP THE BENEFIT OF 
COMPETITION. 


Lowest Bid Ewer Received Here. 
Engine-house Bids Rejected.| 
War Trophies W Fenders 
for Street Cars. 


— | 


Anticipating an important session, a 
large crowd assembled in the lobby of 
the City Council chamber yesterday 
morning. Most of them were interested 
in the bids on the street-lighting apn- 
tract. which were opened at 11 o’clock. 
There were a number of other im- 
portant matters considered, but none 
of them occasioned any divisions among 
the members. At the opening of the 
session the financial reports from vari- 
ous heads of city departments were re- 
ferred to the Finance Committee. The 
City Attorney's report with reference 
to the alleged violations of the eight- 
hour labor law, which was published 
Sunday morning in full, was received 
and filed, and the heads of the several 
city departments were directed to take 
notice of it. An ordinance presented 
by the attorney requiring junk dealers, 
bicycle dealers, etc.,.to make daily re- 
ports to the police was referred to the 
Finance Committee. The City Clerk 
reported a number of ordinances for 
street improvements, against which 
there had been no protests. All of 
these ordinances were adopted, under 
suspensions of the rules. 

The Finance Committee reported, 
recommending that rebates for double 
payments of taxes be granted to D. 
®. Welcome and E. M. Loomis. The re- 
port was adopted. The same commit- 
tee recommended the acceptance by 
ordinance of certain property trans- 
ferred to the city by Mrs. C. F. McNutt 
and R. Dunnigan, as right-of-way for 
the proposed Broadway tunnel, provid- 
ing that $40 be retained from the pur- 
thase prige to settle certain slight 
of title on the property 


A 
\ 


The | 


ordinance accepting this property was | 
adopted. , 

On recommendation of the Land 
Committee, the lease of H. P. Hunt_on 
certain city lands was renewed. The 
City Engineer was directed to define 
the lines of certain property. purchased 
from the city by P. J. Henshaw. 

Action on the proposed ordinance 
regulating the moving of houses was 
deferred for one week, in the mean 
time the ordinance being referred to 
the Board of Public Works. at the re- 
quést of members of that body. 

FENDERS FOR STREET CARS. 

An ordinance requiring the street 
railway companies to equip their cars 
with fenders, or other safety devices, 
was presented by Mr. Toll, who ex- 
plained that it was only to carry out 
the provisions of the State law with 
ref@fence to such devices. He said a 
law had been adopted at the last ses- 
sion of the Legislature. which requires 
such devices on all cars after the mu- 
nicipality in which the cars are oper- 
ated has adopted an ordinance re- 
quiring them. The ordinance is only 
for the completion of the provisions of 
the statute. It provides that every 
person, firm or corporation operating 
a street railrvuad by means of elec- 
tricity, steam, cable or other motive 
power, shall, within thirty days of the 
adoption of the ordinance, commence 
the equipment of all cars used on such 
lines of railroad, and within ninety 
days thereafter, complete their equip- 
ment with life guards or fenders of a 
recognized standard design. In the 
ordinance the following ‘fenders are 
mentioned: The Douglas, Hunter and 
Craig, but it is understood that any 
recognized make, the practicability of 
which has been demonstrated, wtl be 
accepted. 

It is further provided thit within 
the above-mentioned time ail cars shall 
be equipped with brakes of standard 
modern pattern or design, so. con- 
structed, having due regard to the 
weight of the car and rate of speed at 
which it is operated, as to be capable 
of bringing the car to a full stop within 
a reasonable distance. The penalty 
provided for voilation of the ordinance 
is a fine not exceeding $500. or impris- 
onment for a maximum of six months, 
or both such fine and imprisonment. 

The- San Gabriel Electric Company 
applied for a lease of a portion of the 
water of a zanja, to be used in their 
steam condenser at their plant on Los 
Angeles street. The matter was re- 
ferred to the Zanja Committee. 

Property-owners on Wall street, rep- 
resenting a frontage of No. 7131 feet, 
presented a protest against the pro- 
posed change of the name of that street 
to Ashland avenue, or any other name. 
The matter was referred to the Board 
of Public Works. 

The petition of property-owners along 
Central avenue for a water main, be- 
tween Thirty-first street and Slauson 
avenue, gave rise to the question of the 
advisability of the city requesting any 
extensions of the water system at this 
time. Later in the session, the City 
Attorney was asked what was consid- 
ered the proper action considering the 
present status of the water contro- 
versy. He said the city has applied 
for a rehearing of the cases before the 
Supreme Court, and that pending action 
on that motion, it was not advisable to 
request additional mains. Action on 
the petition was, therefore, deferred. 

In a communication addresséd to 
President Silver, Julius Ludivici pre- 
sented to the city a painting of the 
scene at Sonoma July 6, 1846, en 
John C. Fremont, then a captain, re- 
ceived from the settlers command of 
that post and witnessed the raising of 
the famous bear flag. The painting is life 
size, and will be placed in the Council 
chamber. On motion of Mr. Todd the 
gift was accepted with thanks. 

At the request of Mrs. H. C. Wad- 
leigh, Public Librarian, permission 
was given for the use, by the library 
section of the National Educational 
Association, of the Council chamber 
during the coming convention. 

BIDS FOR STREET LIGHTING. 

The expectation that competition for 
the contract for lighting the city for 
the year commencing the first of next 
January would result in a great re- 
duction in price was more than realized 
yesterday morning, when the bids for 
that service were opened in the Coun- 
cil. Until half an hour before the bids 
were opened it was thought that there 
would be four bids on each of the 
propositions for which the city adver- 
tised, but at the last moment the Los 
Angeles Railway Company decided-not 
to submit its proposal, and this left 
only three bidders. Only two of these 
three, the present contracting company 
and the Edison Electric Company, 
presented bids on the straight proposi- 
tion to light the city under the sys- 
tem now in use. The third bid was 
from the San Gabriel Electric Com- 
pany ,and was for the construction of 
a distributing system, to be owned by 
the city, and for the maintenance and 
care of that system, including the fur- 
nishing of power with which to furnish 
lights. The San Gabriel company did 
not bid on the straight lighting con- 
tract, but its figures on the other 
kind of a contract are so remarkably 
low that if they are carried out s0 as 
to apply to the same kind of @ system 


_as the others bid upon, they are lower 


than either of the others. 

The specifications for the new light- 
ing contract were divid into eight 
general séctions, with e extra sec- 
tion of a different character. Only two 
of these were for a straight bid for 
street lighting, the first, known as 
specification “A,” being for a dupli- 
cation of the present contract, except 
that there are to be 180 additional 
lamps. The other, known as specifi- 
cation “B,”’ was for the same kind of 
a lighting contract, except that the 
tall masts, now in use, were to be re- 
placed with three additional street 
lamps, and the use of the masts dis- 
continued, making ninety-one more 
lamps than the 180 additional provided 
for in specification “A.” The other 
sections of the specifications had ref- 
erence to the erection of a distributing 
system by the city, and to the equip- 
ment and maintenance of such a sys- 
tem, or to the furnishing of power 
to supply such a system 

On the straight proposition of light- 
ing the city, as at present, with the 
addition of 180 lamps, the Edison Elec- 
tric Company submitted a bid of $5.35 
per lamp per month. The Los Angeles 
Electric Company bid $5 per lamp per 
month. 

On the proposition of lighting the city 
as in the foregoing specifications, with 
the exception that the tall masts are 
to be discontinued and three extra 
lamps are to be substituted for each 
such mast as may not be used, the Edi- 
son Electric Company bid $5.35 per 
lamp per month. On this section of the 


specifications the Los Angeles Elec- 


tric Company bid $5.25. These two 
companies did not bid om any of the 
other specifications, and only the San 
Gabriel Electric Company quoted 
prices on the other service asked for. 
The bid of this company was as fol- 
lows: Specifications “C,”” to construct 
a pole and wire system for the city 
ble of sustaining 914 lamps, $140,- 
ecifications “‘D,’’ to furnish 500 

or 1 amps for a city system, $19 and 
$22.16 er'“lamp, according to style. 
pecifications “E,” to furnish power 
for a city system of lamps, 1.45 cents 
per kilowat, hour, or $25.44 per lamp 
per year. Specifications “F,”’ to keep 
city lamps and system in repair, 60 
cents per lamp per month. Specifica- 
tions “G,”’ to furnish lamps, power and 
maintenance, on a system to be owned 
by the city, $3.20 per lamp per month. 
Specifications “H,” to furnish power 
to a city system for a period of five or 
ten years, 1.4 cents per kilowat hour. 
The officers of the San Gabriel EHlec- 
tric Company assert that the accept- 
ance of their bid would result in a 
saving to the city of many thousands 
of dollars each year, and would enable 
the city to combat any combination 
for. high-priced lights in the future. 
According to their estimate on the 
present schedule of lighting each light 
burns 3900 hours per year, and con- 


| consumed by each lamp in a year is, 
therefore, 1,755,000 wats or 1755 kilo- 
wats. The bid of the San Gabriel 
company is 1.45 cents per kilowat 
hour, or $25.44 per year for power. 
The bid of this company for the care 
and maintenance of a system is 60 cents 
per lamp per month or $7.20 per lamp 
‘per year. If to their bid of $140,000 
for the establishment of a city pole 
and wire line $20,000 is added, as the 
price of lamps and fixtures, the total 
cost. of the system would be $160,000. 
Allowing 4 per cent. for*interest and 
ibe ‘usual annual payment of one- 
fortieth of the principal, this fixed cost 
for the payment of such a system 
would amount annually to $11.38 per 
lamp. With power at $25.44 per annum 
maintenance at $7.20 and interest and 
sinking fund at $11.38, the total cost 
per lamp under a city system at the 
a Gabriel company’s bid would be 
$44.02. 

As compared with the other bids this 
would be a saving of $15.98 per lamp 
per year, on the lowest of the Los An- 
geles Electric Company's bid, or $14,- 
605 on 914 lamps; $18.98 on the other 
bid by the same company, or $17,347 on 
914 lamps. The saving over the bid 
made by the Edison Company would be 
$20.18 per lamp per year, or $16,443 on 
914 lamps. 

The lighting bids will be considered 
by the Gas and Light Committee of 
the Council tomorrow afternoon at 2 
o'clock. If the city accepts the bid of 
the Los Angeles Electric Company at 
$5 per lamp per month, it will pay 
$4115 per month for 823 lamps, or 
$64.55 less per month than it now pays 
for 643 lamps. The present cost of the 
city lighting ~ is $6.50 per lamp per 
month, or $4179.50 per month. It was 
impossible for the Council to insert in 
the call for bids the provision for an 
unlimited number of additional lamps 
over what was really called for, but an 
effort will be made to increase the 
number of additional lamps as much 
as possible. 

Bids were also received for the rental 
of reservoir site No. 7, which the 
Mayor cautioned the Council against 
renting at too low a figure. H. C. 
Hamilton offered $457.50 per annum» for 
the property for four years, and G, 
Bacigalupi proposed to lease it at an 
annual rental of $326. The bids were 
referred to the Land Committee. 

Six bids for the improvement of Al- 
bany street between Pico and Six- 
teenth streets were received and fre- 
ferred to the Board of Public Works. 


AFTERNOON SESSION. 


Bids for Engine-houses to Be Re- 
: advertised at Once. 


The hearing of the protests against 
the proposed widening of Bellevue ave- 
nue. between Buena Vista and Castellar 
streets, was made a special order of 
business for the opening of the after- 
noon session. Only one protestant was 
heard, and then the recommendation 
of the Board of Public Works that the 
report of the commissioners for the 
opening be confirmed and the protests 
denied. was adopted. Inasmuch as 
there is now a case in court affecting 
all street widening and opening pro- 
ceedings, on advice of the City Attor- 
ney the commissioners were directed to 
take no action until the case referred 
to is decided. 

The lobby of the Council was filled 
with property-owners in the asesssment 
district formed for the proposed open- 
ing of Kohier street, ween Ninth 
and Twelfth streets, all of them ap- 
pearing to protest. Several of them 
addressed the Council pointing out the 
damage that the work would be to 
their property, and the cost that it 
would be to others without an equal 


called attention to the fact that street- 
opening matters were now depending 
upon the case in court referred to in 
the other hearing, and suggested that 
action on the opening of Kohler street 
be deferred until the case had been 
disposed of. This was agreed to, Coun- 
cilman Pessell insisting that in the 
mean time the matter be referred to 
the Board of Public Works for inves- 
tigatien. The hearing of the protest 
was postponed for two weeks. 

DR. POWERS REMEMBERED. 

President Silver, before the routine 
business was taken up, addressed the 
Council as follows: “I know of no offi- 
eer of the city to whom .more credit is 
due for faithful service, for strict at- 
tention to the people’s interests and 
for the ability with which he has man- 
aged his department, than Dr. L. M. 
Powers, the City Health Officer. As 
every member of this Council well 
knows. Dr. Powers has worked day 
and night for months, and has earned 
more than the city could pay him in 
money. He has not limited his labors 
to office hours, but has worked at times 
when ever other member of the city 
gevernment was resting. How much 
he has dohe none of us know, but I 
am sure we all feel that he has earned 
a rest. ‘Therefore, I ask for him a 
month’s vacation beginning June 1 and 
suggest that some member make a 
motion that it be granted him.” 

Councilman Blanchard at once made 
that motion and nearly every member 
of the Council seconded it. It was 
adopted unanimously. Dr. Powers will 
leave for the East Thursday to visit 
his old home in North Carolina: Dur- 
ing his absence he will visit Washing- 
ton to make arrangements for the co- 
operation of the United States Marine 
Hospitai Service with the officials here 
in event of another outbreak here of 
any contagious disease. 

CITY ENGINEER’S REPORT. 

The City Engineer presented the fol- 
lowing ordinances, which were adopted 
under suspensions of the rules: Final 
ordinance changing and establishing 
the grade of Twentieth street, between 
Figueroa street and Grand avenue; or- 
dinance of intention to establish the 
grade of Rice avenue from Main street 
to a point 1250.64 feet west thereof: or- 
dinance of intention for the grading, 
etec., of Turner street from Vignes to 
Center streets: ordinances fiRing the 
curb Hnes of Wilshire boulevard and 
Benton boulevard. The City Engineer 
reported that the protest againet the 
proposed improvement of Griffith ave- 
nue represents a majority of the prop- 
erty frontage and the proceedings for 
that improvement were therefore aban. 
doned. The engineer submitted an es- 
timate of cost of placing a cement side.- 
walk:‘and curb around Westlake Park. 
His estimate for the sidewalk is $3438 
and for the curb $1342. The estimates 
were placed on file. . 

The Fire and Water Committee re- 
ported recommending that the petition 
for a change in the ordinance regulat- 
ing the storing of oil, and providing for 
a temperature test of oils or the prod- 
uct thereof, be granted, and that the 
City Attorney be directed to prepare 
the necessary amendment to the ordi- 
nance. A representative of the oil-pro- 
ducers, who presented the petition, ap- 
peared and urged the Council to adopt 
the report. Some of the members de- 
sired more time in which to investi- 
gate the’ matter, and action was de- 
ferred for one week. 


ENGINE-HOUSE BIDS REJECTED. 


When the report of the Board of 
Public Works and Board of Fire Com- 
missioners recommending that the bid 
of W. E. Thornton for the canstruction 
of the twelve new engine-houses soon 
to be built by the city was read, Coun- 
cilman Pessell moved that all bids be 
rejected, and that the clerk be directed 
to readvertise. Mr. Pierce said if such 
a course was to be adopted he would 
favor the rearranging of all plans for 
engine-houses so that the cost would 
come within what the city had to ex- 
pend for them. Mr. Pessell explained 
that if a mistake had been made in the 
lowest bid the man who made the mis- 
take should either be compelled _ to 
make good his bid or be given a chance 
to make another bid, and-that other 
bidders should not be handicapped by 


swues 450 wats per hour. The enemy 


such a mistake. Mr. Tell favored the 


return in benefits. . Mr. Toll finally | 


plan of readvertising. He 
that there was too much of an oppor- 
tunity for a combination between bid- 


ders when the city did not make the 


lowest bidder stand by his proposal. 
He did not charge that any such com- 
bination had been formed in this in- 


stance, but the easiest way to remove 


all doubt was to throw out all bids and 
readvertise with 
that in the new bids the lowest would 
be accepted whether there was a mis- 
take or not. He wanted a penalty 
clause inserted in the new advertise- 
ment, so as to hold bidders to any prop- 
osition that they might make. It was 
finally decided.to reject all the bids, 
and that in the cal] for new bids the 
time limit be fixed at October 15, and 
a penalty provided for every day’s 
work after that date. 

. C. Merrill renewed a provosition 
which he made to the Council nearly a 
year ago to take water from the river 
at a point where it is now flowing 
underground and going to waste. . His 
plan is to place a dam across the river 
bed at some point and pump water col- 
lected dbove that dam. The matter 
was referred to the Water Supply Com- 
mittee. When the proposition was 
presented before, the Council declined 
to grant the permission asked by the 
association of which Mr. Merrill was 
at the head. : 

CANVASSED THE VOTES. 

At the conclusion of its other busi- 
ness the Council officially canvassed 
the vote cast at the special elections 
last week for the admission respec: 
tively of Garvanza and of the Univer- 
sity precinct. The result declared after 
the canvass was the same as published 
the day after the elections. The City 
Clerk was directed to offictally- notify 
the Secretary of State of the results of 
the elections. 

TROPHIES OF WAR. 

Councilman Toll presented the fol- 
lowing resolution, which was unani- 
mously adopted: 

“Whereas, there has been deposited 
with the Army and Navy departments 
of the national government a liberal 
supply of trophies—arms and munitions 
of war—captured by the forces of the 
United States from those who opposed 
them in the recent wars in Cuba and 
the Philippines, and, Whereas, a portion 
of these trophies has been distributed 
‘among the cities of the Eastern and 
Middle States; how, therefore, be it 

“Resolved by the Council of the city 
of Los Angeles, Cal., that the City 
Clerk be instructed to respectfully re- 
quest of the Honorable Secretary of 
War and the Honorable Secretary of 
the Navy such a quota of said trophies 
as aur city may justly be entitled to, in 
view of the fact that no such grant 
has heretofore been extended to it on 
the part of the Federal government. 

“Resolved. that the valuable services 
of Hon. George C. Perkins, United 
States Senator of this State, and the 
kind offices of Hon. R. J. Waters, Con- 
gressman from this district, be enlisted 
in securing the full measure of the 
above request for this municipality.” 


Milk Dealers Must Register. 

All. dairymen, milkmen and dealers 
in milk, whether they make a business 
of it or only sell small quantities to 
neighbors, must register at the city 
health 4ffice before June 10, or they 
will be liable to arrest for violating the 
city ordinance requiring such _ reg- 
istration. The ordinance provides that 
such dealers must secure permits from 
the health department before June 1 of 
eaoh year, but this year the time has 
been extended until June 10. No fee 
is charged for such a permit. The pur- 
pose of the ordinance is to enable the 
health authorities to keep a record of 
all dealers in milk, so that tests of 
the product which they sell way be 
— whenever the Milk Inspector de- 
sires. 


‘Will Be Olosed Today. 

As uhder the laws of California Me- 
morial day is a legal holiday, the City 
Hall will be closed today. The Board 
of Police Commissioners will hold its 
regulat weekly meeting tomorrow in- 
stead of this morning. The library will 
be open during the usua) hours for 
holidays. 


AT THE COURT MOUSES., 


A NOTE OR A WILL. 


PEOULIAR DOCUMENT INVOLVED IN 
A CASE IN COURT. — 
Kinswoman of Admiral Schley Curi- 
ously Placed—Death of Her Ben- 
efactor Would Be Her Financial 
Salvation. 


A ease of peculiar interest came up 
before Judge Shaw yesterday, in‘ the 
suit of C. Hickson to recover on an in- 
dtrument that might be’ a note or a 
will, and partook of the nature of 
both, from Miss Elizabeth Schley, a 
kinswoman of Admiral Schley. 

Only a very short time ago Miss 
Schley had all of her property at- 
tached by Hickson, as assignee of her 
former friend and alleged benefactor, 
Noah Martin. - The amount in issue 
is $1300, with interest. from November 1, 
1895, at the rate of 8 per cent. per 
annum, and. behind. the alleged in- 
debtedhess lies a rather odd story ac- 
cording. to. the’ plaintiff. 

Noah Martin is averred to have been 
a single man, somewhat eccentric, but 
kindly disposed, and for many years 
the respected friend of the defendant 
in ‘thia suit. From time ta “time he 
put money in Miss Sqhley’s, hands for 
safekeeping, and finally deposited..with 
her the sum of $1300 upon a specific 
written agreement, which was drawn 


up as follows: . 

"LOS ANGELES (Cal.,) Nov. 1, 1895. 
“Two years after. date,. without 


ace, I promise to pay to the order of 
Noah Martin thirteen hundred dollars 
for value received, with interest at 
per cent. per annum from date unti 
paid, both principal and interest pay- 
able only in United States gold coin. 

[Signed] “ELIZABETH SCHLEY.” 

“Tf I die before this note is due or 
paid, I release’ Miss ~Blizabeth Schiey 
from any claim or demand from the 
within note. November 1, 1895. 

[Signed] “NOAH MARTIN.” 

Although this agreement was writ- 
ten in two parts on the same _ paper, 
the principle of law applies that its 
effect is the same as if the agréement 
had been one part and 
signed by both’ parties. 

At a later date it is alleged fiat 
Noah Martin assigned’ the note to C. 
Hickson, who brought suit a ° short 
time ago. Attorney Will D. ' Gould, 
representing the defendant, took % 
deposition of Hickson and endéavore 
to discover from him the whereabouts 
of ‘Noah Martin, and also the authority 
by which he held the note end brought 
the suit. Hickson testified that the 
note had been assigned to him several 
years ago as security for aboypt ; 
and that he had no idea where Noah 
Martin *had esconced himself: He 
stated that he had not seen him for 
months, and had no means at his com- 
mand of discovering his whereabouts. 


A demurrer was thereupon filed in 


Miss Schley’s behalf, on the ground & 


that it was necessary that the com- 
plaint should allege that Noah Martin 
is alive, theretae _ the agreement 
would be at an end, and nothing would 
be d or payable, and no cause of 
eatin could exist under the agreement 
unless it could be shown that Noah 
Martin is still alive. ° 
The matter gave rise to considéeraple 
argument yesterday before Judge Shaw, 
the court sustaining the contention 
im 


mad 


e alf of Miss Schiey, and 


asserted 


the understanding 


been accepted: 


don, 
Cronkhite, Arza Crabbe, S 
George T. Jeffries and C. R. T 


in sustaining the demurrer to the com- 
plaint granted leave to the defendant 
amend his complaint within ten 
ays. 

And at the end of ten days the s 
vital question will arise, is Noah 
tin alive or dead? If the former, it 
is not to be supposed that he would 
stand by and see the property of his 
friend and in some sort his protégé of 
former years, be gacrificed at forced 
sale in a suit brought by the assignee 
who holds his obligation as security 
for $60. And if dead the obligation falls 
to the ground, and the agreement will 
operate in the nature of a will. 


ne 
ar- 


ALFORD TRIAL OPENED. 


Hard Day’s Work and the 
Panel Incomplete. 

The trial of William Alford, the 
young mechanic, for the murder of 
Jdy E. Hunter, began yesterday in De- 
partment One, but preliminary to the 
selection of jurors to try the cause the 
new term trial jury reported, ana@ were 


Jury 


examined as to their qualifications. Of 
the 


jury box eleven were either dead or 


sixty names drawn from the 


not found; five were excused by the 


court; one was subpoenaed by a wrong 
initial, and for that reason he was al- 
lowed to depart; 
spond to the subpoenas. Upon 
aminatton the name of one juror was 
not to 
role, and that let him out, leaving a 
term trial jury of thirty-eigth jurors. 


four failed to re- 


ex- 


be found on the assessment 


en began the examination of jurors 


in the Alford case. The defense rigidly 
asked each juror regarding his pelief 
in* the “American doctrine of self-de- 
fense;”’ 
tor White, whether he had ever done 
them any favors, either political, busi- 
ness . 
knew any of the members of the law 
firm of Winder, Creighton & Davis, or 
Sheldon Borden, or Attorney Stevenson. 


also whether they knew ex-Sena- 


or social; ‘also whether they 


It is rather curious to note what a 


prominent part the lawyers are taking 
in the case. Not only is there a great 
lining-up of counsel, but as witnesses 
men prominent at the Los Angeles bar 
will make an important showing. Not 
until afternoon were the 
challenges reached, and from thence 


peremptory 


on more rapid headway was 
made, and at the time of ad- 
journment the _ following ten: jurors 


William T. Slacks 
arris, J. Baxter, S 


R. H ‘ 
O. Albright, 


Clarence 


aylor. 
On Wednesday morning the trial will 


be resumed. 


SAN QUENTIN WARDENSHIP. 


A Minor Change Resulting from 
Martin Aguirre’s Appointment. 


Martin Aguirre received official no- 


tification yesterday of his having been 
appointed warden of the State’s prison 
at San Quentin. 
of a telegram from Warden Hale, con- 
gratulating him upon his appointment, 
which will go into effect on July 1, and 
inviting him to his future home as his 
guest, in order that he may familiarize 
himself with the workings of the im- 
mense institution before taking charge. 


He is also in receipt 


It is presumed that Joseph Agutrre, 


at present book-keeper in the office of 


the County Treasurer, will be ap- 


pointed by his brother to the similar 
book-keeper at the State’s 
son. 


In such case the vacancy in 
the County Treasurer’s office will be 


filled by John S. Myers, court clerk in 

Department Three, under the last ad- 

—e Myers is from the Fourth 
ard. 


A CURTAILED WEDDING. 


Married and Abandoned Within the 
One Day. 

Elizabeth F.. Wilson, a Detroit girl, 

appeared before Judge Campbell yes- 

terday demanding her divorce from 


James J. Wilson, who is a clerk in the 


First National Bank at Detroit. 

It was shown that the parties par- 
ticipated in an elopement on April 25, 
1898. Wilson was unwilling that his 


parents should learn of what had taken 
place, arld immediately after the mar- 


rjage took his bride back to her 


father’s house, intending to claim her 


later. But he never did, for reasons 
not made apparent, and. over a year 
having elapsed the present suit was in- 
stituted. The plaintiff asked that she 
be permitted to resume. her maiden 
name of Elisabeth Koehler; that she 
be granted $260 attorney’s fees and 
cost, $50 per month pending the trial 


of the suit, and $50 costs. 


Owing to a clerical omission and also 

a. technical flaw in the complaint, the 
court was inclined to sustain the de- 
murrer, but Attorney Douglas, repre- 
senting the husband, stated that there 
was no dispute as to the facts; that he 
really appeared only to combat the ali- 
mony proposition, and that he was 
willing to permit the plaintiff to amend 
the complaint. But Judge Campbell 
was dubious whether an attorney could 
so waive his client’s rights away when 
the latter was residing in another 
State, and the amended complaint 
could not be served upon hi But 
Mr. Douglas was obliging, and skid he 
would even consent that a default be 
entered against his client, and there- 
upon the court heard the testimony and 
took the case under advisement. 


A CONFUSED REPORT. 


Neither Attorneys Nor Administra- 
trix Know About the Money. 
The matter of the Jaureguy estate 


came before Judge Campbell yesterday 
as an incidental to the petition of Peter 


_Jaureguy to be appointed guardian of 


John Peter Jaureguy, the five-year-old 
ichild of the deceased. Attorney Joseph 


Scott. represented the petitioner, and set 
up ‘the averment that the minor’s es- 
tate consists of a half-interest in the 
estate of Jean P. Jaureguy, who died 
on July 2, 1892; that that estate was 
valued at $8000, .the claims __ filed 
amounted to only $4071.58, with family 
allowance of $50 per month, and that 
there must be money remaining in the 
estate. 

‘It developed, however, that there is 
absolutely no money.in the _ estate, 
and that nobody appears to know 
where it has gone. Horace Bell, Esa., 
representing Catalina Lenfelder, widow 
of the deceased, and administratrix of 
the estate, said he could make neither 
head nor tail of the accounts; and 
Attorney Scott, after scanning the col- 
umns of figures, confessed that it was 
all as Greek to him. 

In the report of the administratrix 
it was set out that when Jean P. 
Jaureguy died he left an estate con- 
sisting of 4000 head of sheep, valued at 
$8000. The widow qualified as admin- 


‘{stratrix on August 3, 1893, and on the 


18th of the same month the court made 
an order to sell such sheep as might 
suffice to pay the debts of the estate 
and family allowance. That same day 
the court allow the widow for main- 
tenance $300 from July 2, and for the 
next ensuing six months, at the rate 
of $50 r month, and she was au- 
thorized to retain this allowance as a 
préferred claim to all others save the 
actual funeral expenses. 
But the widow-administratrix avers 
that she never retained or got a dollar 
of allowance. She sets out that cer- 
tain claims were filed against the es- 
tate, ingiudins one ‘of Kasper Cohn 
Co., for $2147.53, the firm having 
made two: sales of sheep numbering 
9275 and 900, respectively. No money 
was paid over to her and no statement 
made until recently, and while she 
states that she has no doubt as_ to 
the honesty and correctness of the ac- 
count rendered, she can’t understand It, 
In 1894 there was.a drought and pas- 
ture was difficult to obtain, and so to 
procure assistance half of the band of 
4000 sh are alleged to have been 
sold; of what remained was dis- 


~ 


\ 


progressi in handsome one-pound boxes fe Never 
and packed by Newmark Bros., Los 


— 


posed of for _ 

nant that ‘finally died off, and actually 
the Jaureguy estate appears now to be 
represented by a cipher. 


‘THE STORTS ENTANGLEMENT. 


Case to Go to Trial and Attorney 
Meserve to Retire. 

The suit of the Chicago Live Stock 
Company against Storts et al., came 
up before Judge Shaw yesterday on 
demurrer to the complaint, and also 
on the demurrer of the plaintiff to the 
cross-complaint of J. M. Glass, Chief 
of Police. 

The plaintiff in its complaint seeks 
to recover $12,105.25; with interest on 
$4864.58 from February 23, 1899, at 7 
ger cent., and interest on $7240.67 from 

arch 13, 1899 at 7. per cent. On the 
cross-complaint Chief Glass claimed an 
undivided one-half of the property re- 
covered, etc. 

Attorney E. A. Meserve argued on 
the demurrer to the complaint, the ob- 
jections. being all taken on technical 
grounds, and it was then overruled by 
the court and ten days allowed 
fendant within which to answer. The 
demurrers to the answer and crose- 
complaint were also overruled, and ten 
days allowed plaintiff to answer the 
cross-complaint. 

Attorney: Meserve intimated to the 
court that he desired to retire from the 
case, but that owing to the absence 
of Chief Glass from the city he was 
not able to do so at once; upon the 
return of the Chief of Police, however, 
he said that the defendants would be 
represented by other counsel. 


THE MAXON ESTATE, 


Letters of Administration Granted 
to the Daughters. 


On the 28d of the month B. F. 


Maxon, the wealthy El Monte rancher! 


and walnut-grower, wae run over by a 
train at the Southern Pacific crossing 
not far from El Monte, and died from 
the effect&S of the injuries. In making 
application for letters of administra- 
tion, the widow, Mrs. Olive Maxon, who 
by reagon of being an invalid, has been 
incapacitated from performing the 
duties of administration, waived her 
right in favor of Myra A. Drake and 
Annie Maxon, her two daughters and 
the only children of age. 

The real property belonging to the 
estate is valued at $62,500, and is all 
situated in the counties of Los Angeles 
and Orange; the mortgages and notes 
due are set out as being worth $52,000; 
and sundry miscellaneous properties 
are valued at $5000. The: legatees are 
the widow, Mrs. Olive Maxon, and 
the children, Myra A. Drake, aged 25; 
Annie Maxon, aged 23; B. F. 
aged 20; Fay Maxon, aged 16, and 
Olive Victoria Maxon, aged 13. 


A FERRY PRIVILEGE. 


The Southern Pacific Desires to 
Gather Tolls at San Pedro. 

An application was made to the 
Board of Supervisors yesterday by the 
Southern Pacific Company for a special 
privilege for one year, eleven months 
and twenty-nine days, to erect and take 
tolls on a ferry at San Pedro. The pro- 
posed ferry would be from Engineer's 
station 74 to the newly-acquired yacht 
club land on Terminal Island, and the 
franchise is asked for in the name of 
John A. Muir and his assigns. é 

Supervisor Langdon raised the point 
that he bogrd under the law must fix 
the toll rates at the time of granting 
the franchise, and J. B. Gibson, —sq., 
coupsel representing the Southern Pa- 
cific Company, conceded that the board 
might fix the minimum and maximum 
rate. Mr. Muir intended leaving 
the city on June 1, he was urgent that 
immediate action be taken by the 
board. Mr. Wilbur of the District At- 
torney’s office, was dubious, however, 
as to whether the board could grant a 


special privilege as the one asked for. | 


Mr. Gibson pointed out that they really 
could operate without a franchise, as 
the landings being their own, the Su- 
preme Court had held that a company 
might maintain a ferry between coun-. 
ties wherein it owned the termini, as at 
Oakland. 

As the Supervisors will be out of the 
city until Saturday, and an immedi- 
ately definite answer was desired, Mr. 
Wilbur gave up the afternoon to a 
study of the law upon the matter, and 
reported that, although he was not ab- 
solutely decided in his. mind, he was 
inclined to think the board could not 
act in the premises. Thereupon the 
petition was withdrawn. 


A BURNING SHOWER. 


Damages Claimed for Injuries from 
Sulphuric Acid. 

A suit for $20,000 damages has been 
brought against the Southern Califor- 
nia 
Means, a minor, by his guardian, E. 
J. Storer. 

* Jt is averred that the company stored 
about 1800 pounds of sulphuric acid in 
an iron tank which was situated close 
to the track; that the irgn became 
corroded, and under the heat of the 
sun the acid became explosive. On 
May 26, 1898, it is averred that Means 
was standing a few feet from the 
tank when,it burst and a quantity of 
the acid was thrown over his 
person. His right foot and left arm 
are alleged to have been burned and 


his lungs affected by his having inhaled 
the fumes of the acid. For six months 


the boy was incapacitated from work- 


ing, it is averred, and that he will be 
permanently crippled and prevented 


from making his own way in the wo 


turage for the rome | 


de- | 


Railway Company by Walter. 


into the Oourts, 
UNDER THE FLUAG. William B. 
Chariton, a native of, Canada, was ad- 
mitted yesterday by. Judge Trask to 
all of the rights and ‘privileges of citi- 
zenship. Charlies J. Smith, a native of 
Ireland, was. aiso admitted to oitizen- 
ship by Judge Campbell, in Depart- 


ment 


in Department Three Wedn 
and Judge York will sit in Riverside 

try a case in which the Judge of that 
County is disqualified. , 


A MINOR’S ESTATE. Rachael Mo- 
Lean has petitioned that she be 
pointed guardian of the estate of 
Theresa @cAuley, a fourteen-year-old 
girl, whose parents are dead. The 
estate consists of real property paying 
a rental value of $20, and 
property valued at $50. 


THE BIRD TRIAL. R. A. 

one-time confidential clerk of G. 
Griffith, who was convicted of forgery, 
and to whom the Supreme Court has 


granted a new |; changed hie at- 
torneys yesterday. e firm of Dillon 
& a. was substituted in place of 
Cc. and 


Pendleton, E. A. 
J. L.' Copeland, Esqs. 


'A BALDWIN SUIT. In the suit of 
Baldwin against Ib for an ac- 
counting of partnership, the defend- 
ant avers that two expert accountants 
have gone over the books, and — 


found a balance due Ibbetson from 
Baldwin of $764.22. But the plaintiff 
has refused to accept findings of 
the experts and has te the 
courte. | 

A WATER:COMPANY. ‘The Ontario 
Water Company has incorporated with 


a capital stoek of $100,000, divided into 
1000 shares, of which $33,050 has been 
subscribed. ‘The 1 place of Dusi- 
iness is at Ontario, and the following 
are named as directors: A. J. Wallace, 
Los Angeles; M. V. M H. 
Morgan, . & Palmer and H. G. 
Healy, all of Ontari 


and also a 
capital stock from $4000 to $20,000. 


Joyce, as 
of Jane Joyoe, deceased, to recover 
remuneration alleged to be due plain- 
for services to the 


d je hat amount $100 was paid by 
defend t after the ‘of the de- 
A DEFICIENCY CWAIM. The bos 
es National has brought 
$877.83 on a deficiency Jj ent, 
PETITION FOR The 
Public Administrator has oned fon 


ters of administration in the estate 
in Missouri in, 1894, Cy) 
this county valued at $3000.. The heirs 
are unknown. ; 


THE WARNER DIVORCE. Lizzie 
M. Warner was granted_a 


, divorcing 
Judge Warner, on the 
ground of desertion. The es were 
married at Riverside in 1887, and im 
February, 1891, the defendant wes al« 
leged to have aband his home. 
The case was transf River- 
side county. 
LEAVE OF A Cm. Dn BW. A. 
Bryant, superint ent of the 


Coun 
ital, has been granted a. ten ange 
taeve of absence by the Board of us 
pervisors. 


A NOTE. A suit in osuréd 
against John R. Campbell to recover 
$2200 with 10 cent. in from 
Januery 2, ; $150 attorney 4 
fees. The note for the amount wae. ge- 
cured by a mortgage on fifteen acres 
on Cauyada avenue Pasadena. 


DECORATION DAY TRAINS, REDONDO 
BEACH, 


on the Santa Fé leave at 8:90 a.m., 9:8 a. 

m.; 1:30 p.m., 5:22 p.m., 7 p.m. Last trais 

returning leavee beach at 8 p.m. 


WATCHES cleaned, 760; mainspri 6004 
crystals, 10c¢. Patton, No. 214 8. 


MUM 
I do not believe there 
any stomach trouble 


that cannot 
lieved at once and 


by my DYSPEPSIA 

At all 

25c. a vial. uide 

.to Health and medi- 


cal advice free. 1505 
Arch street, Phila. 
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FED, | ARMOUR 
| The na Cj jation has 
| filed amended articies of 
| | A NURSEYS GLAIM. Jane. Gane- 
| | vian has begun suit egainst Thomae F’. 
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| and housekeeper. it avert 
| that between October 18, 1895, amd De- 
| cember 11, 1898, she acted In,euch ca- 
pacity, and her services were worth 
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ARIZONA NEWS. 


EX-JUDGE WILLIAMS KILLED BY 
A “SIDEWINDER’S” BITE. 
Large Force Harvesting Apricots in 

Salt River Valley—Work. on the 


New Railroad _ Progressing. 
Among the Mines, 


¢ 


PHOENIX (Ariz.,) y 
lar Correspondence.) Af Agua Caliente 
Hot Springs, Tuesday,.M, H. Williams 
of Phoenix was bitten upon the ankle 
by a rattlesnake of the small “side- 
winder” variety. He was taken to Sen- 
tinel station and died there the‘follow- 
ing day. At the bed#ide was his wife, 


- who had come from Phoenix #M response 


to a telegram. The body :was this 
morning brought to Phoenix, here to 
be interred tomorrow under the aus- 
pices of the Bar Association: -Ex-Judge 
Williams was‘a pative of ‘Louisiana, 
born in 1855: In “Texas, in his youth, 
he was a captain of rangers. He had 
been‘*a practicing attorney in Louis- 
iana and Texas,’and, for the past ten 
years, in. Ar zond. Seven years ago he 
was elected by the Democratic party 
to the office of District Attorney of 
Maricopa county, ani three years ago 
was again chosen to the same office. 
During the sd¢ond ‘term of Cleveland, 
he was ‘appointed a, district judge for 
Arizona, but did not qualify, owing to 
bitter political opposition. For the 
past two years, he had shown indica- 
tions of an unbalanced mind, and un- 
til._two weeks ago, he had been under 
the care of an expert in mental -dis- 


-eases. His condition improving, he was 


gent. to Agua ,Caliente, under care of 


attendant, im the hope that his 


n 
ce ee would be benefited by the use 


_ Newcastle and Pringle 


of the waters of the hot springs. 
The principal industry of the Salt 


-Rtver Valley at present is the har- 


vesting of the apricot crop. Fully 500 
workers are thus busily employed. The 
} vawieties are 
nearly gone, the Royals and Moorparks 
now coming on. The crop, despite the 


_ cold spring, is a good one and fully as 


dried. apric 
“.phipp 


earlyas is Wsual. Few shipments of 
green apricots in ¢arload lots will be 
attempted this year, ,It has been found 
much safer ahd more profitable to ship 
the fruit dried. Saturday a carload of 
wills leave Glendale, 
to. Chicage by the lessees of 
the Arizoda Improvement Company's 
ore at that point. It will be the 
parliest carload of dried fruit ever sent 
East. Especial care is being used in 
picking and sulphurizing the fruit, 
.which thus has. retained its natural 
color_and flavor. Express shipments 

f apricots have been made to all points 
in the Southwest, Los Angeles having 

en’a liberal eustomer. Peaches are 
just ‘making their appearance, though 

|a few trees at the experiment sta- 


pas Hon ripe peaches have been gathered 


| 
| 
| 


> 


a’ 


Storekeeper 


. order 


in advance was 


for a week past. Strawberries are in 
slack supply and are much higher in 
price,. : 

Phe City Council has appointed as 
City, Health @fficer Dr. H. A. Hughes, 


one of‘the leading local physicians and 


at the same 

‘of. Democra 
ttorney has 

An order was issued that all property 

within the city should be put In good 

y June 1. If not dome by that 

date. the work will be handled by the 


me one of the most a¢tive 
The salary of.the City 


. city authogities at the expense of the 


ty Owners. 
,, While ‘the credit of the municipality 
is excellent and her bonds are selling 
well ahove par, it is interesting +o note 
that not till she paid for a summer's 
- allowed irri- 
ating water from the Salt River Val- 
ley Canal. For a day, pending pay- 


ement,. the ‘city “headgute -was- tightly 


City Attorney Darby*has rendered an 
pinion that the law of*the last Legis- 
Jature. plating an income tax on insur- 
ance corporations dpes not necessarily 
invalidate the collection of municipal 
nge taxes on the same companies. 
He believes the law in no way affects 
municipal taxation, The matter will be 
nen to the District Court for settle- 


Mexican, Savédra Lares, got into 


trouble. at. Alhambra, a few days ago. 


‘Alhambra is a hamlet, four - miles 
northwest of Pheenix, a typical, sleepy, 
cross-roads sort of spot. But Savedra 
‘mistook the temper of the populace 
when he’ tried" to take the town. The 
resulting agitation caused a nervous 
to telephone to Phoenix 
heriff’s posse and an ambulance, 


.- fer the District Attorney and Jus- 


~ 


the. 
to “find 


of'the Peace to take the depositions 
a@ying’men. They all came, only 
Alhambra at apparent peace 
‘with the world. The only individual 
pd ow suffered was Savedra, who was 
a ted’a ‘mile or so away. He had 
‘beén so hammered in the fight that he 
was sent to the County Hospital, in- 
stead of the jail. 

In the’ District Court is being tried 
the case’of the city of Phoenix against 
‘the bondgmen of A. A. Long, default- 
ing City Assessor and Tax Collector, 
por. in..the Territorial penitentiary. 
‘The whole amount of the defalcation 


* twas $5200, The bondsmen appear to be 


pose of” 


. 


- 


we 


$200, and has been refused 


uc 
by 
“out, 


‘Land 


Atty.-Gen..C.. 


‘Mississippt 


‘Keepers’ 


lar Correspondence. ] 


he case mainly for the pur- 
curing credits for deficiency 
items fér, which they do not consider 
themselves responsible. 

Since the conviction of its last peace 
officer,,Wilson, for murder in the sec- 
ond degree, the town of Wickenburg is 
wéll Content with existence without a 
constaple.. .Citizens have advised the 
Board, of Supervisors to that effect. 

Tie’,Phoenix baseball team has _ re- 
turned. rich in honors and, plethoric 
of pocketbook. While gone the team 
played ‘seven games, Only two were 
lost, those played at San Diego. The 
local players modestly ascribe their 

s to the mistake generally made 
alifornian managers of depending. 
on the batteries. Through- 
; Southern California star pitchers 
seemed the rule, but the outfield was 
vanany ragged, and the batting was 
Wome is to have a new $10,000 ho- 
tel. to replace the’ structure burned 
down a number of years ago. Work 

already been commenced upon the 


‘Hhuilding.. The principal contributor to 


"the construction fund is the Tempe 

and Improvement Company, 

which has headed the Hst with $4000. 
A contention that Coroner’s jurors 


‘should be paid is to be adjudicated in 


the District Court. I. Bell has 

ered in claims for fees aggregat- 
pay- 
mént by the Board of Supervisors. His 
attorney, George P. Bullard, is confi- 
dent of success in the’ courts. 


. M. Wescott, instructor in 


English at the’ Normal School of Ari- 


zona, hes submitted his resignation of 
the position, to take effect at the close 
of the school year. He hae entered a 
law copartnership in Phoenix with ex- 
M.. Frazier and Judge 
McCormick, late of Wisconsin. 

Before leaving to attend the Trans- 
Congress, . Gov, Murphy 
forwarded to the members. of the 
Camurt of Private Land Claims, now sit- 


ting fn Tucson, a cordial invitation to 


visit Phoenix ‘before their return east. 
The invitation included also Senator 
‘Morgan of Alabama, attorney for liti- 
gants before the court. 

On recommendation of the Bee. 
Association of the valley, 
George Rohrig of Tempe has been ap- 


pointed. county bee inspector, without 


salary, though with full power to ex- 
terminate hives in which “foul brood” 
or other disease may be found. The 


lature, 
OMLORIDE 
CHLORIDE (Ariz.,) 


office is one created by the last Legis- 


UNTY. 

ay 26.—[Regu- 
The brush-cut- | 
ters in advance of the shovelers and 
graders on the new railroad are now 


een fixed at $75 a month, ’ 


within a mile 
about sixty of them, Mohave, Laguna, 
Chippewas 
White men, however, are doing, the 
other work. The road is graded, ties 
and rails laid, and cars running from 
the terminus at McConnico Junction 
on the Santa Fé Pacific... to Coyote 
Holes, a distance of four miles. The 
management claims that a mile of track 
a day will be laid until. the road 
reaches this place, and that 
about twénty days will elapse before 
the cars are running right into 
Chloride. At the south end of Silver 
Hill, a mile from here, a switch will 
be built from the main line to. the 
Tennessee and other big mines at the 
foot of the mountain. The depot for 
passenger and freight traffic will be 
located only a few hundred yards west 
of town, and from there the road will 
make an elbow curve to the west and 
pass close to the Merrimac and old 
Tuckahoe mines in the direction of 
White Hills. 

Uneasiness is felt here concerning 
Steve Smith, who left on a prospecting 
trip to Summit Springs, Nev., more 
than a month ago. He took with him 
another man for company. No tidings 
have been receiVed from him. Smith 
is an old prospector, and is not a man 
liable to. meet with accident or get 


Twiggs, a livery man at 
Kingman, has very suddenly fallen 
into what may lead to a fortune, in 
the way of a gold mine. Some time 
ago he “grubstaked” John Davis, a 
trusty prospector. Davis went to El 
Dorado Cafion in the northern part of 
Mohave county, and began work. He 
has just shown up a body of gold 
quartz, averaging ten ounces to the 
ton. The ledge is of good size, and 
Twiggs and his partner are making ar- 
to give it thorough work- 
ng. 

C. M. Funston and Master Workman 


ganized a lodge of the A.O.U.W. at 
Kingman 


An Indian child died at Kingman the 
first of the week, from a fly bite, caus- 
ing blood poisoning. 

C. E,. Sherman of Mineral Park. in 
March located a claim in the edge. of 
town. It has developed into a good 
property. The vein is nearly four feet 
wide, and carries 35 per cent. copper, 
besides gold and lead. He has refused 
$10,000 for it. . 


WILCOX. . 

WILLCOX (Ariz.,) May 26.—[Regular 
Correspondence.] For a month Bill 
Trainor, an ex-Rough Rider cowboy, 
has been making rather wild threats 
affecting the continued existence of an- 
other cattleman, William Downing. 
Under the circumstances, therefore, 
when Downing met Trainor last Fri- 
day, the latter should ‘thave commenced 
shooting on sight or should have held 
his hands in the air. He did neither. 
Downing seized at the same time the 
opportunity and a revolver and began 
a solo performance. It -only lasted 
four seconds. The Coroner’s jury found 
that Trainor had evidently been killed 
by the first shot of the four that Down- 
ing fired. It penetrated the body near 
the heart; two: bullets went through 
the head and one into the shoulder. 
It was developed at the inquest that 
Trainor had not reached for his pis- 
tol, but that “Downing might have 
thought he did: It was shown that 
Trainor had accused Downing of muti- 
lating brands by the = “frying-pan” 
method; that Trainor was reckless of 
habit and of speech and had repeatedly 
threatened Downing. Downing was 
found to have acted in self-defense, a 
verdict that was sustained in a second 
} investigation conducted by the District 
Attorney at Tombstone. Despite his 
reckless ways, Trainor was highly es- 
teemed by nearly all, ; 


trical Hghting, a waterworks system 
and an artificial ice plant. The electric 
light system will have a- capacity of 
800 lights, direct current. The ice ma- 
chinery will furnish three tons per 
diem. Water will be taken from a 
well 270 feet deep and delivered under 
pressure from a sixty-foot standpipe 
to street mains. A hose-cart fire serv- 
ice has been organized by the citi- 
zens. 

Nearly fifteen thousand head of stock 
cattle have been shipped from Will- 
cox during the past month. {ft is ex- 
pected the yeh shipments will ag- 
gregate 50,000 head. 


TUCSON. 


TUCSON (Ariz.,) May 26.—[Regular 
Correspondence.] Joaquin 
was mortally stabbed Thursday by 
Teodoro Bufando, who made his es- 
cape. The two had had a quarrel in 
a disreputable house over the favors of 
a woman. Bufando is an old offender 
with the knife, having been imprisoned 
for a term for stabbing an American 
last year. The affray took place in 
what is known as the Barrio Libre, a 
section that has contained the tough 
element of the town ever since*it has 
h a history. 

At the Southern Pacific Depot last 
week Quartermaster Sergeant William 
Abell of the Sixth United States In- 
fantry lost his life, being run over by a 
yard engine. Abell lived only a few 
minutes, being frightfully mangled. He 
was on his way with his regiment to 
the Philippines. 

The Geath at Los Angeles a few 
days ago of Washington M. Jacobs was 
expected both by Jacobs and his friends. 
“T am going to Los Angeles to die,” he 
said as he went away, attended by his 
wife. He had long suffered from his 
disorder, a rupture. Jacobs was 65 
years old and had lived in Tucson for 
nineteen years. He left a family 
of five and a considerable estate, 
mainly in anining property of value. 

The commencement exercises of the 
University of Arizona will begin Mon- 
day morning. The annual address will 
| be delivered by Chief Justice Webster 
Street of Phoenix. Wednesday will be 
the students’ literary evening. Thurs- 
day the commencement exercises will 
he held at 10 a.m. The annual recep- 
tion will be Thursday evening. 

During the past year there have 
been enrolled in the city schools 493 
boys and 446 girls, the average attend- 
ance having been 582. School was 
maintained for nine months. Fifteen 
teachers were Smnproyes. the monthly 
salary payments having been $1100. | 

Miss Ida Temple of Benson, member 
of this year’s graduating class of the 
Territorial Normal School, has been 
employed to teach the school at Bowie. 

Prof. J. O. Lewis of Nogales is work- 
ing on the transcription of the records 
of that part of the former Pima 
county now embraced within the bor- 
ders of the new Santa Cruz county. 

Sergt. Dave Hughes and Private Sol 
Drachman of the local representation 
of Rough Riders expect to go to the 
Las Vegas reunion, mounted, and are 
hoping to be accompanied by a large 
number of théir comrades now resident 
in Tucson and Bisbee. 

Word has been received that all the 
army posts in the Department of the 
Colorado, including Arizona, are to be 
furnished hereafter only with re- 
frigerated beef. Swift & Co. of Kan- 
sas City have secured the contract. 


BISBEE. 
BISBEE (Ariz., ay 26.—[Regular 
Correspondence,] By a cave-in of one 
of the stopes of the Copper Queen*mine 
came the death of Joseph Doust, one of 
the oldest employés of the company. 
He was timbering an excavation, when 
several tons of rocks dashed him be- 
neath the timbers to the floor of the 
stope. He was quickly taken from un- 
der the dreadful weight, but was found 
fatally crushed. He died soon after 
at the company hospital. Doust was 
50 years old and leaves a family, now 
in Manitoba, Can. He a ‘brother 
resident in San Bernardino county, 


Cal. 

Bisbee and southeastern’ Arizona 
are to have a special Wells-Pargo ex- 
press. car once week ditect from 
Kansas City, laden with batter, 
eggs, meats, etc. These necedgsities are 
to be obtained readily and of much bet- 


of town. There are 


and Chinehueris Indians. 


only’ 


Shreve of this jurisdiction, have or-. 


Willcox ts to have the benefit of elec-, 


Madueno 


ter quality in California or in the Salt 
River Valley of Arizona, but, despite 
these facts, the Kansas product appears 
to be preferred along the railroad lines 
througthout Arizona and New Mexico. 

Through the generosity of the Cop- 
per Queen pang | Company the Cop- 
per Queen Brass Band has been hand- 
somely uniformed.. 


mows 
SOLOMONVILLE. 
SOLOMONVILLE (Ariz.,) May 27.— 


a few nights ago there was what is 
considered the most bloody and most 
cold-blooded murder ever known in 
that camp of many sensational crimes. 
Angel Marques, a well-esteemed Mexi- 
can resident, was stabbed in an alter- 
cation over ca . The assassin, not 
content with inflicting a deadly wound, 
held his victim down till he had al- 
most cut his head from his shoulders, 
severing the jugular vein and gashing 
the face and body. A final stab in 
the side was given, and then Marques 
was thrust into the dark street. He 
walked a few steps and fell dead on 
the sidewalk. The assassin, a Mexi- 
can, whose name could not be learned, 
escaped, and with him another Mexi- 
can, who had been to a degree a par- 
ticipant in the crime. 

The following night another Mexican 
was eliminated from the county’s labor 
reserve. The elimingtion was done at 
Morenci, and also occurred in a saloon. 
This Mexican: was also a devotee of 
cards, and made objection to the poor 
assortment of pasteboards that came 
to his side of the table. He drew a 
knife and tried to emphasize his bad- 
luck story by a deadly assault on the 
person of his opponent at the table, 
William Keppler. The latter had a re- 
volver and was dextrous “on the 
draw.” The Mexican was buried by 
his compatriots, 

Since 1895 Graham county has been 
in litigation with J. H. Hampson, one 
of the heaviest .cattle-owners in the 
Southwest. He was assessed for sev- 
eral years for 15,000 head of cattle, and 
refused to pay on more than 10,000. 
What was the rule. guiding either 
Hampton or the County Board of 
Equalization is not told, though there 
is a general belief that cattlemen are 
generous when they permit themselves 
to be assessed on a half of the cattle 
that bear their brand. The Hampton 
suits were this week compromised on 
the basis of 11,250 head, the county 
thus securing a cash addition to its 
treasury of $7077. 

The Fourth of July oration at Pima 
will be delivered by Mark Smith, from 
whom a letter has been received ex- 
pressive of gratification at the invita- 
tion extended by the committee. There 
is a peculiar fitness in the selection. 
When Republican George Cheyney was 
defeated by Smith in the race for Con- 
gress, the latter secured all the votes 
in Pima, save one. Cheyney, when the 
returns came in, swore an oath he 
would go to Pima for no other pur- 
pose than to find that solitary man 
and shake him by the hand. He made 
the trip, but was made skeptical of 
humanity forever afterward, for he 
found a hundred who swore they had 
‘voted for him. Pima is the largést 
town of the Gila Valley, with a popu- 
lation of several thousand. 

A contract bas been let for the con- 
struction at Thatcher of a $4000 school- 
house. The coin has been raised by 
issuing the bonds of the district for 
the amount. The purchasers secured 
them at a premium. of $476. Seven per 
cent. Solomonville school bonds to the 
et of $6000 brought a premium of 


A new resort is to be opened up six 
miles from Fort Thomas, at what has 
heretofore been known as the Holliday 
Hot Springs. The waters are _ pro- 
nounced remarkably beneficial in cases 
of rheumatism, and a ‘hotel is to be 
constructed for the accommodation of 
invalids seeking relief. The place will 
now be known as Indian Hot Springs. 

A large canal is. being excavated 
near Fort Thomas, on the line of the 
old Maxey Canal. The. ditch is 


acres of the bestiof agricultural land. 

The Gila River is at the lowest 
known for years, and the ditches are 
forced to alternate in taking water 
from the river. 

At Safford has’ been struck an ar-« 
tesian well, with a flow of forty gallons 
a minute. It is 307 feet deep, the last 
fourteen feet being through close 
sandstone. It is the only flowing well 
known in the Gila Valley. 


GLOBE, 


GLOBE (Ariz.,) May 27.—[Regular 
Currespondence.] The general offices 
and repair shops of the Gila Valley, 
Globe and Northern Railroad have 
been moved to Globe, and Superinten- 
dent Jones will have his residence here 
in the future. Work on a machine 
shop, in size 45x75, and on a six-stall 
roundhouse will be begun at once. The 
road is doing an immense business. 
Its construction has permitted the 
‘marketing of thousands of tons of 
medium-grade ore that has heretofore 
iain valueless on the dumps through 
the high cost of transportation to re- 
duction works, and the curious fact 
presented that more ore is now being 
shipped than bullion. Yet the great 
smelting works of the Old Dominion 
and the United Globe companies are 
sufficient in themselves to maintain 
the road with shipments of coke in 
and bullion out. Cattle shipments are 
| also heavy, the road handling the en- 
tire spring output of steers, heretofore 
shipped from Phoenix or Holbrook. 
Geronimo station on the Gila, where 
the general offices have heretofore 
been located, is to be abandoned and 
will probably pass out of existence as 
a town. Superintendent Epes Ran- 
dolph of the Southern Pacific and 
President Garland of the Globe roa 
have considered the advisability o 
further construction to mines located 
to the northward, and%see little diffi- 


of the district. 

Work is to commence at once on 
the new public school building. The 
bonds, to the amount of $12,000, were 
— with only a single dissenting bal- 
ot. 
A lodge of Elks has been instituted 
in Globe by C. F. Morrell, Territorial 
Deputy. Forty-five new members were 
fitted with horns. Present were a 


No. 335 

Superintendent S. A. Parnell of the 
Old Dominion company has returned to 
Globe with his bride, formerly Miss 
’Lauretta Coombs. They were more 
than cordially welcomed and were ten- 
dered a serenade. 

W. G. McClennan ill-advisedly tried 
to jump a Globe city lot. Deputy 
Sheriff Voris,. in charge of a writ of 
restitution, tried to show the jumper 
the error of his way. Debate proving 
futile, the deputy started to pull up 
the pegs whereby the jumper had fast- 
ened his family castle, a tent, to the 
ground. McClellan tried to shoot the 
officer, but luckily had only bad cart- 
ridges, the revolver hammer falling 
thrice without effect. The deputy took 
his own revolver as a club and quickly 
vanquished the would-be murderer by 
a sharp jab just below the ribs. Mc- 
Clellan’s wife had taken a hand in the 
fight. She managed to bruise Voris's 
hand by means ofa hammer and then 
graeped the revolver her hushand had 

iled with. She managed to shoot, 
but the bullet went far from Voris and 
narrowly missed the prostrate hus- 
band’s head. “McClellan was jailed to 
await the action of the grand jury. 

That Globe is a lively camp is most 
readily to be appreciated by a visit 
to the Justice’s Court. As one of the 
local papers expresses a Blue Monday 
review of the situation: “Somebody 
must have slid in a keg of fighting 
whisky about last Sunday, from the 
number and variety of black eyes 
which impressed the public the next 

morning.” 

At is not surprising that the Salvation 
Army has so ripe a field. perma- 
nent\camp of the organization has been 
established here and the local corps is 
dqing, especially, active work nightly 
upon the man street, though flanked on 
either side by the hosts of Satan in the 


strongholds of Bacchus, 


{Regular Correspondence.}] At Clifton } 


signed to irrigate from the Gila 1600| 


ebb | 


culty in tapping all the principal mines | 


number of members of Phoenix Lodge, 


| DOCTOR | 


STERLING 


| & CO. | 


SPECIALISTS 


| FOR | 


ae 


SYMPTOMS—Pai 


Exhaustion, 


You have the 


Expectoration, Failing Strength, Difficult Breathing, Night Sweats, 


Dear Doctors: I am sure that Hudyan Dear Doctors: Iam glad that I took Hud- 
saved my life. I suffered from lung trouble an. forit cured me of weak lungs. My 
so badly that doctors said I would not re- reathing is now good, and I have gained 
cover. I was very thin, weak and e. very much in strength and weight. I work 


, and lam now strong : 
suet: MRS. T. V. LAWRENCE. 


Hudyan is for sale by Druggists—S0c a package, or six packagés for $2.59. 
If your. druggist does not 


HUDYAN REMEDY CO.., 


No: 316 South Broadway, Los Angeles, Cal., 
Cor. Stockton, Ellis and Market Sts., San Francisco, Cal. 


your case, Free of Charge. Call or 


Cures 


WEAK LUNGS. 


50c. 


n in Chest, Emaciation, Loss of Appetite, Mucous 


Pallor, Feverishness. 


RICHMOND, Va. MAYVILLE, N. D. 


every day now. I shall always recommend 
your valuable medicine. 
THOS. LAHERTY. 


eep Hudyan, send direct to the 


privilege of Hudyan Doctors about 
| 


Does Your Back Ache? 


Have you Rheumatism, Lumbago, 
Lame Back, Weak Kidneys? 
To cure these troubles and rid 
your body of them for life; fill the 
nerves and muscles with new vital- 
ity. That is what they need; not 
plasters or liniments to tempo- 
rarily warm them. Dr. Sanden’s 


Electric Belt 


«Has made 10,000 backs strong and 
freed them from pain. It gives 


to generate a current of 
tricity. 


#5000 Reward wil! be paid for 
one of these Belts which fails 


| nerve-life to the nerves, increases 
the healthy circulation of blood and 


elec- 


Dr. M. A. McLaughlin, 
129 W. Second Street, 
cor. Spring, Los Angeies, Cal. 


limbers up the stiff muscles. Elec- 
tricity is life. Dr. Sanden’s book, 
‘“Three Classes of Men,”’ free. 
OFFICE HOURS—8 a.m to8 p.m.: Sundays, 10 to 1. 


Flexible Rubbar Denta' Plates, 


50 a Set Painless Fill- 
ing. 


Gold Crowns, 8%): 
Bridge Work, %. Special treatment for 
aching and sensitive teeth. Office hours. 


8to5; Sundays, 9 to 1. 


DR. 0. STEVENS, 


Main Office 


Qur New Improved Dry Process has no equal. 


American Dye Works. 


The oldest established, most reliable and best equipped for cleaning, 


dyeing and renovating in all its branches. 

Mail and Express Orders. 
Ostrich Feathers cleaned, dyed and curled. 

21044 S. Spring St, Tel.M. 850. Works—613-615 W. Sixth St. Tel. M 1016 


$1.35 per quart. 


Natives of California 


eequal to imported goods, Both the same price, 75c per pint or 


Are our sparkling Burgundy 
and Champagne, every bit 


EDWARD GERMAIN WINE CO., Angeles 8 


NO BAR IN CONNECTION. 


OPEN EVENINGS. TEL. MAIN 919. 


POSITIVELY PREVENTS BALDNESS, 
Cures dandruff, falling hair, Eczema in 3 applications, 
Cobb’s celebrated Hair Tonic has no equal. This is 
purely a vegetable compound, free from all poisonous 
matter. 


Use no other. Sold by all druggists. 
 HOPPERSTEAD, 110 W. Third St., Agenz, 


PATION. 


ten 
for $5.00, by mail. 


AN 


etable Vitalizer: the prese 
you of all nervous diseases, F BACK 
DEBILITY, PIMPLES, EXHAUSTING DRAINS, VARICOCELE and CONSTI- 


of all impurities. 

are not cured by Doctors is because 00 

CUPIDENE, the only known remedy to cure without an operation. 5000 testimonials. A writ- 

arantee given and money returned if 6 boxes do not effect a permanent cure. $1.00 a box, 6 
Send for Free Circular and testimonials. 

DAVU 


.For sale by OFF & VAUGHN DRUG CO, N.E. cor. 4th and Spring, Los Angeles. 


F, W. BRAUN & CO., Wholesale Agents. 
“QUPIDENE." 


HOOD RESTORED 


tion of a famous ee ee will quickly eure 
NSOMNIA, PAINS IN THE BACK, NERVOUS 


CUPIDENE cleanses the liver, the kidneys and the urinary organs 
CUPIDENE strengthens avd restores. The reason sufferers 


per cent. are troubled with Prostatitis. 


Address 
L MEDICINE CO., P.O. Box 2076, San Francisco, Cal. 


i, warding Co., Londo 


DAVIES WAREHOUSE. 


Hougehold goods aia’ East at carload rates in less than carload lots. Packing, Movinz 
Storage and Shippieg 


A. G,. HALL, Propr. Cor. Second and 
Central Ave. Tel. M. 1545. 


urnitures by competent men, Agents for Pall Mall Deposit Fer- 
n, England. Gogds shipped to all parts of the world. 


CONSUMPTION CURED. 


4154 5S, Spring S:. 
RIGHTSD “SREAMSE ON CONAUMPTIQN” — 


$ 


Dr, W. Harrison 


cent until 


firm, 


Debility, 


confidential. 


BAD COMPLEXIONS 


RED ROUGH HANDS 
FALLING HAIR 


The most effective skin purifying and 
beautifying soap in the world, as well as 
purest om sweetest for toilet, bath, and 
nursery. It strikes at the cause of bad 
complexions, red, rough hands, omer 
hair, and baby blemishes, viz., the clogs ‘ 
irritated, inflamed, overworked, or slug- 
gish Pores. 


z the world. Porrrer D. ann C. Corr. 
‘tow Have Beautiful Complexion, free 


Props., 


Cleveland Bicycles. 


$40.00 and $50.00. 


Th 
WHOLESALE. RETAIL. 


Cleveland Cycle Co., 
332 South Main, 


Under Westminster: Howvel. 


Bicycles have the Great G & J Tires—the best 


tires on earth (for the rider's sake.) 1899 
Ramblers $40. W.K.COWAN, 207 W. Fifth St. 


MADE ME A MAN 


AJAX TABLETS POSITIVELY CURE 

ALL Nervous Diseases—Failing Memory, Loss 

of Vigor, Sleeplessness, etc.. caused by overwork, 

Excesses, or Indiseretions. They quickly and 

surely restore Lost Vitality in old or young and 

fit a man for study, business or pleasure. Prevent 

Insanity and Consumption if taken in time. Their 

use shows immediate improvemeat and effect a 

CURE. where ali others fail. Insist upon having the genuine 

Ajax Tablets. They have cured t ands and will cure you. 

Wegive a positive written guarantee to effect a cure 

in each case or refund the money. Price per package, 

or six packages (full treatment) for 68,50, by mail, in plain 
wrapper, upon receipt of price. ulars . 


free 
AJAX REMEDY CO, st. 


For sale in Los Angeles, Cal., by C. 
Heinzeman, 222 N. Main st., and Godfrey 
Moore, 108 S. Spring st., druggists. 


Wheatmeal 
Aerated 
Bread. 


Rich in Phos- 
phates. 
Easily Digested 


F. 
a 


NUTRITIOUS— 
WHOLESOME— 


Made Without Ferment. 

Cures Constipation. 

All Physicians Recommend It. 

Our Bread not touched by hands. 

MEEK BAKING CO., 
30 years practical Bakers. 

Tel. M. 322. Sixth and San Pedro Streets. 
Retail Store—226 W. Fourth St. Tel. M. toll. 


GRILLS—for Doorways, Arches, etc. Polished 
oak floors, $1.25 r ya our Nonpareil 


rd. Try 
Hard Wax Polish. JNO. A. SMITH, 707 


Broadway. 
A FACT 
We Sell Only the Genuine 
Syrup of Figs, | 
35c PER BOTTLE. 
THE OWL DRUG CO,, 


320 South Spring Street. 


BiG 
STORE. 


outh 


ES PEASE 
furniture 
CO. 


441-443 S. SPRING ST.” 


Oldest Paper in América. 
Saturday | 
Evening Post. 


All News-dealers. Five Cents Copy. 


W. GETZ, 


WATCHMAKER AND JEWELER, 
336 S. Broadway. 


Our books show that we are treating more 
men than all other specialists in Los Angeles 
combined. The cause of this phenomenal 
record is because WE ARE CURING OUR 
PATIENTS. We never make promises we 
cannot fulfill, 
cases, but WE DO—CURE ALL CASES WE 
ACCEPT FOR TREATMENT or WE. 
WILL FORFEIT $1000. Our charges are no 
higher than those of irresponsible physicians. 


When we say that Patients need not pay a 


WE DO NOT accept incurable 


they are perfectly cared, 


_ We mean just what we say. 


Patients can deposit the cost of a cure 


in the bank or with any responsible business 
Any reasonable security that we will 
receive our fee when we have cured our pa- 
tient is all we ever ask for. 


unable to give this security, they can pay us 
in @asy weekly or monthly payments. 
Varicose Veins, Contracted 
Complete Loss of Vital Force. Unnatural Drains, Premature 
Weakness, Blood Poison. all Kidney and Bladder troubles’ 
and diseases arising from badly treated cases. lve'y 
Guarana ee to cure Piles, Hydrocele or Rupture in five days 
Dr. Sterling's method of treatment has cured thousands and 
is the result of 25 years of careful study and practice. 

rimenting. but certain cure is what you want. 

st equipped medica) laboratory and the most complete line 
of modern electrical appliances used in any medical iastitution 
outside New York city. 
retters answered in plain envelope. 
Call or address 


Dr. Sterling & Co., 23,5. Si, Anges cat 


If patients are 


WE CURE Nervous 
Ailments, Partial or 


No ex- 
We have the 


Corsaitation Free. Call or write. All 


Communications strictly 


omo-Alo Institute. 


vuniop 


Tires | 
cost more to make than any other bicycle 
tire. They cost the rider less—in the 
end. Dunlops save money in repairs, in 
longer life, and save you worry and time 
in fixing. 

if a dealer is a slick talker he may 
persuade you to take some other tire upon 
which he will make a dollar or two of 
extra profit. If you are smart you will 
insist on Dunlops at the same price, 

The dealer will give you the best ratheg 
than lose a sale. 


TRADE-MARK. 
These are the only tools you'll need. 
The American Dunlop Tire Co. 


Belleville, N. J. Chicago, UL, 
Tufts-Lyon Arms Co., 132 S. Spring st. 
Distributors for Los Angeles, 


IF the dipper that is swinging i: 
In the heavens could be fille 
To the brim with purest health drink. - 
From roots and bark distilled; 
The stars would leave the milky way, 
Thronging,thirstily about, 
‘And they'd shake the solar system 
With a urijvereal shout— for 


Rootbeer 


BEN-YAN som. 


for 


Makes Men Forcetul 


AUCTIONS. 


Auction 


Court House 
Livery Stable 
131 Temple St. 


Thursday, June 1, 10 a.m, 


10 Head Fine Driving Horses, 
1 Cut-under Surrey, 
4Top Piano-box Buggies, 
i Concord Open Road Wagon, 
1 Box Cart, 
5 Sets Single Harness. 
1 Set Double Harness, 
Robes, Saddles, Whips, ete. fa 
The entire stock will be closed ous without 
imit or reserve. RHOADES & REED, 
Office 438 and 440S. Spring. Auctioneers, 


Auction 


10 a. m., at 


438-440 South Spring 


® Solid Oak Bedroom*Suites, Mattresses, Bede 


| ding. all the Chairs, Rockers Center Tables, 


Portieres, Laee Curtains, Bed Springs, Couches, 
Brass Enameled Bed and Mattress, | square 
and 1 upright Piano, Piano Lamp, Carpeta, 
Rugs, Mattings, ete... of a lv-room house, re- 
moved to our sales reoms for convenience of 
sale. RHOADES & REED, Auctioneers. 


AUCTION 


Of the very desirable Furniture of a 10-room 
residence. No. 723 West SEVENTH ST., on 
THURSDAY, JUNE 1, at 10am., consisting of 
Polished Oak, Cherry and Wicker Rockers and 
Tables, Portieres, Curtains, Polished Oak Bed- 
room Suits, Mattresses, Lounges, Couches, Ex- 
tension Table and Dining Chaurs, good Brus- 
sels Carpets throughout the entire house; very 
fine new Steel Range, Kitchen Furniture, etc. 
Cc. M. STEVENS, Auctioneer. 

Office 228 W. Fourth St. 


AUCTION. 


The entire Furniture and Carpets 26 rooms, at 


No, 32834 South Spring, 
WILLARD BLOCK, ON 


Wednesday, May 31, 10 A. M., 
Consisting of Oak. Walnut and Ash Bedroom 
Furniture, Bedding, Mattresses, Sprin 
Lounges, Couches, Wardrobes, upholstered a 

iain. Rockers, Center Tables, ieker Chairs, 
ody Brussels and Tapestry Carpets, Rugs, Lace 
Curtains, Portieres, Tolletware, Kitchen FPurni- 
ture, etc., all in very good condition. 
C. M. STEVENS, Auctioneer. 
238 W. Fourth St. 


May 31, | p.m., one mile south of Jefferson St., : 
on Main St., opposite Lynn's Nursery--? heavy 
Horses, 8 years old: 2 Milch Cows, ope just 
fresh; | Helfer: one Columbus Phaeton, léather 
top with lamps; | Business Buggy: | Hay 
Wagon with rack; 10 cords of ood, Plows. 
Harrows, Cultivators, Porks aid Rakes; Morse, 
Buggy and Hurness. Oak and Ash Bedroom 
Sets, Diming-room and Kitchen Purgiture; 


Machine; Washing Machine. 
D.C. SCHMIDT, Owner. 
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Sos Angeles Daily Cimes, 


WANTED IN LOS ANGELES. 


TUESDAY, M&Y. 30, 1899, 


BUSINESS. 


12 


LOCAL PRODUCE MARKETS. 


pers per bbi., 


8.10@8. 15; lard, per 100 or +» 
00@5.02% ; 


short ribs, sides (toose,) 4.59@4. 


cut loaf, 6.02; granulated, 5.52; clover, con- The Merchants’ and Manufacturers’ 


ri agg dry salted shoulders (boxed,) 4%@4%:; shori Some of the Volunteers May Be Mun-| Local Society Wauite a Military | va ” 
; LOS ANGELES MARKETS. lear sides (boxed,) 4.9 6.08: hisky, dis- W H Y 
\ LOS ANGELES, May 29, 1899. tillers’ finished goods, a gal., 1.26: sugars, tered Out Here. Camp Established ‘Here. If YOU ANT T E ONL 
FINANCIAL AND COMMERCIAL 


mand is very light during the opening days of this Cross Association met in regular ses- GENUINE HUN YADI W 
. self in a moyement to make Los An-| sion yesterd ft 
OFFICE OF THE TIMES. of the week. yesterday afternoon and trans R 
ts | Receipts. Shipments. geles a mustering-out point for a part Insist U on eceivin 
Los Angeles, May 29, 1899. "16% Flour, barrels 11,000 4,50) | of the volunteer regiments now serv-| Considerable business. All the P 
BANKS CLOSE. All the banks will] nost of them 16 to 16%. Round lots are | heat, bushels ............ 19,800 "5500 ing in the Philippines. Arrangements} ™embers were present, and the en- 
be closed today, it being a full legal | pringing 14 to 14% are being made in San_ Francisco” to thusiasm manifested showed that in- 
holiday. Old potatoes are becoming scarce. The best | Rye, 3,500 terest in the Red Cross work, at least 
d, new Early Rose are $1.90,. jobbing. Barley, 6,000 05,000 4 so far as those having it in charge are 
EXCHANGE AND SILVER. Rates Onions are weak, the general market being On the Produce Exchange today the butter , Th _ | concerned, is not flagging. 
for sterling exchange are higher, both | 60 to. 65 market was firm; the we GIT: dairy,} from the War Department. e fol Secretary Zeehandel f M 
here and in New York Th reason Rec cents. rfforning | 10@ 16. Exes, weak; 2%. Cheese, lowing is. a copy of a letter sent to ch ‘ elaar oO , the er- , NATURAL APERIENT 7 Ua 
igned is that there is a ate active cipts of fresh fruit yesterday 10 steady; cream, 8%@9% the Secretary of War yesterday: ants’ and Manufacturers’ Associa- 
ass e is 


demand at higher rates of interest in 
Europe than in New York, and money 


: .| tion in inducing the War D of Hungary, owned by 
is being left there to loan. The rate}, Cherries solid at 50 to 75 cents from first) iia ee : le sold at 5.55@5.65; Department has ordered the prepara ng the War Department 
a ‘Gerkiany hands, chetce black and Roya: Annes bring: | Choice steers, 5.205.50; mediums, 4.85@5.00; | tion of a camp at San Francisco for| t0 send at least one regiment of the ANDREAS SAXLEHNER 
n ermany is 4 per cent., and the de- ing the top price. Apricots sold at SO cents ’ volunt , 
mand active at that. The Bank of | to $1.25 he demand for the best at the | beef steers, 3.40@4.v: stockers and toed: the reception of the volunteer regi- eer troops returning from the 
E . = % hi coon | price wan the most active. Currants | CT, 4.20@5.25; bulls, 3.00@4.50; cows and | ments returning from the Philippine| Philippines to Los Angeles to go into Budapest. 
ngland rate is maintained at 3 per sold 4 at © cents from first bands. heifers, 3.70@4.50; western fed steers, 730 Islands, to remain until their “‘final| C@mp while they are waiting to be 
cent., which is above nominal, and in| “The price for canned tomatoes, “seconds,” | 5:50; Tekans, 4.20@6.00; calvep, 5.0007. mustering out of the United States] mustered out. The board decided to BOOOO888888 883748 


spite of this, Berlin draws heavily on 


London for money. Strange to say, in 


the face of this advance in sterling sil- | Leaf lard are all materially lower. heavy packers,  3.56@3.57%; mixed, 3.65@| balmy climate of Southern California; of making Los Angeles a military 
ver is dull and lower, Logan berries are in and sel! at 11 cents 3.8214: butchers’, 3.65@3.87%4; lights, 3.65@| have made this section famous] camp for a short while, at least. The SSSOeseeseses 
per pound, jobbing. 3.75; pigs, 3.25@3.75. The demand for sheep SHSSSSSsessessisges 


COMMEROIAL. 


of four baskets. and lambs and the Los that the welfare and comfort of the SP ECI ALI ST S 
t or ariy for e poorer escr ef s rn of some oO e troops] troo ad 
 FELGNER NON. The American To- ewe, about which are particularly numerous; common this would be greatly post that 
bacco Company still finds new worlds | § to 65 cents. 6.358. 4. | ficial to them. event the society will need more funds & 
e olora ambds 19; 
POULTRY. lambs, 4.25@6.15: prime’ clipped westerns, The Merchants’ and than are now available, and the public Dr Talcott 
makers of Fashi | _POULTRY—Per doz., good roosters, 6.20@6.40.. Receipts—Cattle, 14,000; hogs, | Association therefore respectfully sug-/| will be called to contribute accord- &Co 
latest to pla “the light to medium. 5.00@6.00; | #°-900; sheep, 18,000 gests that those regiments who, ingly. Contributions were liberal dur- 
onah act and get |  3.00@4.00; fryers. 4.00@4.50; ducks, London Financial Market. ing the war with Spain, and, while the 
5 00@6.50; turkeys, live, 15@16 per Ib.; geese, NEW YORK, May 29.—The Commercial-Ad- | ang climatic influences, be provided en alifornia Regiment was yet = 


DRY GOODS. Bradstreet’s latest is- 


A M the association have been falling off so 
sue says: . s The markets here were more active, mainly & 
~ ; were n ver , u ~ epleted. 
BUTTER Fancy creamery per 32-oz, | hardened throughout the session. The gen-| can easily be obtained at very little] The ‘board decided to observe Me- 
all departments. The large contract square, 40: a creamery, 32- Oz., 35@37%; | eral contango rate was 4%. Spanish fours | expense to the government. *morial day individually and as an or- 
for printcloths at Fall River and the light- Weight, 30@ 32%. were 63%; Tintos, 48%; Amacondas, 12 3-16 “Hoping that this suggestion will re-| ganization. In furtherance of the lat- 
agreement to hold the price to October CHEESE , eastern fuil-cream. 14% on good buying; 11-16 was nye for calls to | ceive the favorable consideration of : Alw Willia Walt for 
ih ‘ EESE -Per Ib., ¥ ie 8% ter intention a committee of three, con- We Are ays g to 
as given strength to all classes of @15; California half-cream, 12; Coastefull- | end June tahs were the department, we remain very re- sisting of the president of the society 
mills are w sold 12%; Downey, Swine Kansas City Live-stock Markets. spectfully, Merchants’ and Manufac- Mrs. B. Baruch, Mrs. H. H. Day an d Our Fee Until Cure is Effected. 
ea n mos ntsances. . Printed | America, 14; an omestic KANSAS CITY, May 29.—Cattle—Receipts | turers’ Association. Miss Pe Ww thi hatically and 
fabrics are yet below the basis of cost | U4: imported Swiss, 26@27; Eaam, fancy, per 9500: , . aeniee: ss Penington, was appointed to pre-| ‘#* //S<f/ ep \ e mean thisempha y 
compared with the gray cloths, but doz., 9.00@9.50. sent a floral offering as-a tribute of 


this may be changed for the better by 
gradual advances. Ginghams hold firm, 


“Secretary.” charge, piles, rupture and re- 
the season being an active one from 1.90@2. 00; good to choice,  2.00@2. 25; new, 1.75 @5.50; bulls, 8.00@4.40 Sheep—Receipts 3000; Copies of the letter have also been Mrs. Mary E. Haynes was ap- hee on badly eranted Gtnennes, 
the st “ @1.90. the market was firm; lambs, 4.50@7.25; mut- pointed to fill a vacancy on the board : 
first ONIONS—New Silverskins, 60@70. tons, 3.50@4.90. mailed to Brig.-Gen. Harrison Gray! directors. > Mur practice is confined to these 


rave been placed and the outlook is fa- 
vorable. Men’s-wear woolens continue 
slow, the fall orders placed by clothiers 
being extremely conservative as a 


whole. The new w er > ion bunches, 15@20; string beans, 5@6; | Woods, 1.20@1.35; Tartarians, 2.35; Rockports, the board taking turns in attending 
will be Of a factor “on 75 ewt.; garlic, 12015: Lima beans, | 1.7@2.36; Rockport, Bigereaus, 1.75@2.05; for the transaction of such business as 
sale.” per Ib.. ——; tomatoes, 1.75@2.00; asparagus, | Black Bigereaus, 1.85@2.00; C. Bigereaus, 1.90; FOR PORT LOS ANGELES. may come up. — 
Bate per Ib., 7@8; rhubarb, per box, 1.00; summer Clevelands, 1,60@1.70; gross sales, $3770. Vessel— Where from, date sailed. 
IMPORTED FRUITS. This country “as cucumbers, Fruit at Chicago. Ship Dashing Wave.... Tacoma, May 2. PETER YANSEN’S MONEY. 
imported fruits in } CHICAGO, May 29. — Porter Bros.’ Com- FOR SAN PEDRO 
P in March of this year PMOVISIONS. y May 
as follows: Bananas of the value of pany’s sales of California fruit: Cherries, | Sc. Alice.............+.. a y= 19. Ethel Wilson Denies Having Taken | 
$412,418; lemons, $411,667: i BACON—Per Ib., Rex breakfast, 10%; —_ Royal Anne, 3.15 box; Black Bigereaus, . 55@ | Sc. Comet.........-..++. Port Ludlow, May 
817.. The i Keates on oranges, $38,- | wrapped, 11%; plain wrapped," ti; light 2.00; Tartarians, 1.05@2.00; Gov. Woods, 1. Se. Dora Bluhm........ Everett, May 20. it, but Must Stand Trial. 
ae oP ol eee - on of nuts in that dium, 9; medium, 8; bacon beilies, 9%; Win- 1.65; C. Bigereaus, 1.55@1.60; Eagles, 1.45; | Se. J. A. Campbell..... Tacoma, May 2. Ethel Wilson, the tall, smiling negress 
S value at $199,055. chester, 9% @10%; 49" Rockports, 90@1.25; gross sales, $3758. ge. who was escorted to the City Prison 
—_ er ee ex Tran California Dried Fruits. 
z : le. 6%: boneless, 10; Winches- Se. Berena Thayer...... Eureka, May 23. last Friday night by Policeman Walker 
EASTERN CITRUS-FRUIT MAR- | hams, 11; picnic, 6%. honeless NEW YORK, May 29. — California dried 


KETS. By the latest mail reports from 


a quiet; 
New York, navel oranges were selling ehoice, 8% Sc. Bertha Eureka, May 19. from the pocket of Peter Yansen, was 
at $6 for the best down to $2.20 for the 1b. ag 13; outsides, $9, tones, 94 @9% ; 4%@9%; apricots, Sc. Mawee “SOR 1b. examined yesterday afternoon before He gives the full name of every caller and tells for what purpose they 
Hing, $2,70 40 seed: 1600, peeled, | Be. Sequola. Port Blakeley. May iz. | Justice Austin on a charge of grand eee 
butts, 16.00. yp Sc. Thomas 8. Negus...Honolulu, May 5. arceny, and held to answer to the e, divorce, social and domestic relations, old estates, everything; re-unit- 


IMPORTED LEMONS. Following is 
a table which shows the receipts of 


ptember ay ettle-rendere ea ar out May 1. 

15. in the years 1897-98 and 1898-99 by | 6%; White Label, 6% Liverpool Grain. FOR SAN DIEGO. Situaianin® tamen’ thaedioan on a ofall. Offices over jewelry store, 245 South Spring Street. 

boxes: BEANS. LIVERPOOL, May 29.—Wheat spot steady; Carmarthenshire, Britton & 


1897-98 1898-99 al li white, 2. os: futures quiet; July 5s 9%d; September, 58 | Hongkong, 20 days out May 10. money, $10.17, and then replaced the Pj 
805,000 1,273,000 Lady Washington, 1.90020; pinks, 2 ey “quiet and easy, futures Bermuda, British ship, from Newcastle, Aus- | ©™pty purse in his pocket. Riveted Well Pipe, Water ipe, Tanks 
Boston ie wkepecendaés 0, Limas, 4.25@4.50 quiet; July, 4%d; September quiet and | tralia, 44 days out 5. The defendant admitted that Yansen se etc. Estimates Furnished. 
and Philadel- LIVE STOCK. easy, futures quiet; July, 3s 4%d; Septem- Carlisle City, British steamer, from Hong- | had been in her room, but @enied steal- 
AREAS 20,000 ~ 78,000| twoGs—Per owt. 4.75@5.00 ber, 38 4%d. kong, 20 days out May 25. ing his money. She said he had given| Ss CCF OPISONS BOYLE CO,, 312 to 316 Requena St. 
CAT TTLE cwt., 3.75@4.00 for prime Petroleum. Departure. her $1.60, claiming that it was all he 
Total boxes ........... 895,000 1.415.000 | steers; 3.50@3.75 for cows and heifers. NEW YORK, May 29.—Petroleum steady. wind P had, and later he importuned her to BANES. 
SHEEP— er head, wethers, 3 7504.00; ewes Oil Transactions. return _Dart of the money, she went 
ITR 3.50@3.75; shearlings, a a 50@3.25 ownstairs and entered a saloon in or- Oldest and Largest Bank in Seutherm On"‘fornia, 
Cc US FRUIT AFLOAT. Lemons ae 2. 50. OIL CITY, May 20.—Credit balances, 1.18. | San Francisco, with 90 tons merchandise and| 4). to get rid of him, afterward re- 


and oranges on the way to this country 
and Canada on May 13 in the years 
mentioned were as follows, in boxes: 
1899, 192,055 of lemons; 43,500 of oranges: 
1898, 142,500 of lemons; 1500 of oranges; 
1897, 155,950 of lemons; 49,480 of oranges. 

According to present outlook, says 
the Fruitman’s Guide, the lemon mar- 


Hellman, W. H. Perry, 
ket has seen its lowest stage for some loose, per lb.; seedless Sultanas, steady. Corn was quiet. REAL the defendant admitted to the Free- | Vice-president: H. J. Fleishman. Cashier; W. Hellman, Jr., E Thom, O. W. Childs, 
time to come. Indications point to a aren FRUITS — Apples, evaporated Bran and middlings quite firm. Beans were | Charles ge, Algeo Leawe A im man girl the theft of Yansen’s monéy. | G. Heimann, Assistant Cashier. L N. Van Nuys, H.W. Hellman, L W. Hellman 
healthy demand from now out, and | choice to fancy, 11@12; apri cots, new 14015; unchanged. New potatoes were higher, and | macomber and Amelia C Macomber, part 1ot | Both the cefendant and Emma Free- Direct banking connections with and Drafts for sale on London, Paris, Bt die ete e 
prices are expected to go higher. On peaches, fancy, 10; choice, 9 fancy 21, Dr. home tra ol Shanghai, Yokahama, Honolulu, Manila and Iloilo. 
the contrary, a wire 11; plums, pitted, choice, 9@ y. u-| Emma Matilda Shay. John J Shay to ° it 
Fruit- Grower says: “Three: 10; prunes, choles, 708; fancy, $@10; dates, weak. /Mrs L F Briggs, undivided % interest in | dence in the case sufficient to hold the Special Safety Deposit Department and Storage Vaults, 
lemons, comprising 87,000 boxes, are at | \0@12:; prunes, choice, 4@8; fancy, 8%4@12 q were mine, — 


dock or on wharf to be 


Receipts of poultry are light, but the de- 


were only about 700 boxes, all kinds. Rhu- 
barb came from Portland, Or.; great, succu- 


lent stalks nearly two feet long. 


for future delivery, is 75 to 77% cents 
Winchester hams and bacon and Silver 


Arizona peaches are bringing $3 per crate 


75@1.00; eastern dressed poultry, per ib., 10@ 


20: eastern dressed turkeys, 18@15. 


POTATOES, ONIONS, VEGETABLES. 
POTATOES—Per cental, old, fair to good, 


VEGETABLES — Beets, per cwt., 90@1. 00; 
cabbage, 65@1.00; carrots, 85 cwt.; green 
chiles, 12@14 per Ib. ; dry chiles, per string, 65 
lettuce, per doz., 15@20, 90@ 

er cwt.; green peas, 2%@2%; radishes, 


ter, 10%4.@10%; 49° er, 11@11%. 


DRY SALT PORK--Per Ib., “clear bellies, 8; 


PICKLED PORK — Per bbl., Sunderland, 
14.00. 


LARD—Per Ib., in tierces, Rex, pure ro 


FRESH MEATS, 


BEEF—Per Ib., 7% 
VEPAL—Per Ib., 7% 
MUTTON—Per 7%; lamb, 8%. 
PORK—Per Ib., 7%. 


DRIED FRUITS, NUTS, RAISINS. 
RAISINS — London layers, per box, 2.00; 


figs, sacks, California, white, per Ib., 6@7; 


Chicago Live-stevts Market. 


general demand for cattle today, and prices 


Trada in hogs was brisk with prices + te 
for the general run and strong for choice 
droves; fair to choice brought 3.80@3.9); 


vertiver’s London financial cablegram says: 


native steers, 4.25@535; Texas steers, 4.002 
4.85; Texas ty 3.00@4.10; native cows and 
heifers, 2.50@4.90; =. ‘and feeders, 3.50 


Fruit at New York. 
pany’s California fruit sales: Na- 


Cherries, 
poleon Bigereaus, 5.15; 


assorced, 4.15: Gov. 


evaporated common, 7 


WASHINGTON, May 29.—Today's state- 
ment of the condition of the treasury shows: 


SAN FRANCISCO MARKETS, 


Grain and Produce. 
[ASSOCIATED PRESS NIGHT REPORT.} 


SAN FRANCISCO, May 29.—Wheat 
steady and firm. Barley was steady, 
sample market was unc 


Other vegetables show little change Straw- 


CIHCAGO, May 29.—There was an active 


was 
the 


NEW YORK, May 29.—Porter Bros.’ Com- 


‘ 


“Hion. Russel A. Alger, Secretary of 
War, Washington, D. C.—Dear sir: It 
has been announced that the War 


service. 
“The recuperative powers and the 


throughout the world, and it is the be- 


with a camp at or near. Los Angeles 


“R. L. CRAIG, President. 
“F. J. ZEEHANDELAAR, 


Otis, United States Senator Perkins 
and Congressman Waters. 


MOVEMENTS OF SHIPPING. 


FOR NEWPORT. 


Deep-water Vessels Neurly Due. 
FOR PORT LOS ANGELES. 


steamer, from 


35 passengers; May 29, steamer Pasadena, 
Capt. Hamilton, from Field's Landing. with 
54,451 feet lumber for S. P. Co. 

Sailed: y 28, steamer Corona, Capt. Deb- 
ney, for San "Dlean. with freight and passen- 
gers; May 29, steamer Pasadena, Capt. 
ilton, with balance of cargo, for San Pedro. 


Lone Jack 
Mrs M F Briggs, eee 


The board of directors of the Red 


tion appeared before the board and 
presented a communication asking the 
coéperation of the Red Cross Associa- 


write a letter to the proper authorities 
urging them to accept the suggestion 


board pledged the association to look 


in service, but lately the receipts of 


love and respect to the dead soldiers 
and sailors. 


It was resolved to keep the rooms 
of the association, Nos. 320-322 Laugh- 
lin building, open Monday afternoons 
from 2 to 3 o’clock, the members of 


on suspicion of having purloined $10.17 


Superior Court for trial, 
fixed. at $1000. 


bail being 


turning to the lodging-house. 

Juanita Valdez, who is serving 3&4 
term in the City Jail for vagrancy, 
and who occupied the same cell, on 
Friday night with Ethel Wilson and 
Emma Freeman, another colored girl, 
said that while exchanging confidences 


defendant for trial, and so ordered. 


the analy water which comes from the Hunyadi Springs 


is foreverybody. Every form of 
weakness, blood taints, dis- 


troubles and absolutely nothing 
else. 


iene Main and Third Streets, over Wells-Fargo. Private entrance on Third Street. 


‘The Oriental Seer.’ 


ios separated and securing marriage with one of choice. aluable advice 
concerning all matters of health, obscure or nervous diseases, bad habits and 
weaknesses of men and women. Take notice of the many favorable com- 


Farmers’ and Merchants’ Bank . 


Capital - - = $500.000.00| Deposits = = $4,250,000.00 
Surplus - - - = 925,000. DIRECTORS: 
w W. Hellman J. F. Francis, A: Glassell, 


EST NATIONAL BANK OF SOUTHE 


ary o Mrs Ss ANGI 
sold. | california, black, per Ib., 6@7; California | [°'T'©s Were easier. Plums and peaches were |2 to 9, and 19 to “tn, block C, Robinson : FIRST “NATIONAL BANK OF LO ANGELES. 
weather is too cool for a large con-| fancy layers, per Ib., 10@12; imported Smyr- | “°” and currents steady. Fancy navel or- | subdivision, $6. 6 4 BANK OFFICERS. ; 
sumptive demand for this fruit and the | na, 22%@25. | anges Benton. Lemons a limes were weak.| Thomas G _pobies. Annie § Eckles to Mrs. ecessity DIRECTORS. J.M Elltt........ vieestecerereazeeteePrepigons, 
market is consequently depressed.” — Walnuts, shells, Sereh D Hunte, lots 6 and 37, Lathrop tract, W. G. Kerckhoff Vioe-President: 
ancy softshells : ardshells, The poul market is Frank bson r 
product of zine is chloride or salts of | peanuts, eastern, raw, 5@6; roasted ; ASSOCIATED 2 REPO: Nash, as ry . Foreign ap 
zinc, which formerly went to waste, | California, new, 4@5; roasted, —. SAN FRANCISCO, May 29.—Flour—Family | Nash to He pe . a and = Bat a law of Nature bow: Surplus and : rofits............... 200,000 | mestio ene 
but now is used as a wood preservative FRESH FRUITS AND BERRIES. bakers’ 3.40@3.55 ; he Deposits coscces l5O0,000 | Cadle 
by railroads, bridge builders and dock gy — Per box, cured, 2.00@2.25; un- . Wheat—Shipping, OF RG On 08% ; ae 1.10 Joshua, G de Turk, Kate Monroe, Max to t necessity of eeping 
builders, and for the protection of | cured, 1.00@1.25. 12%. Goldschmidt, E A Packard, M S Hartenstein h blo od h h W. C. PATTERSON, President. W. D. re Cashier, | 
shingles, clapboards, pillars and any ORANGES pen, Barley—Feed, 1.05@1.07%. and Auguste Wilson, by Lucien the pare so that the Ww. GILLELEN, Vice-Prest. 
other wood that is exposed to moisture | #Ye"s Oats—Poor to fair, 1.32%4@1.40; good to ee oner, to Hermann Det ‘ 
or influences that cause decay, says the GRAPE FRU 1.40@1.47%; fancy feed, 1.50; gray, ‘Brother r entire sy stem shall be strong, The Los An eles National Bank. 
Chicago.Record. The salts of zinc, in| GOCOANUTS—Per doz., 99@1.00. 1.35@1.45; milling, 1.45@1.50; Surprise, 1.56] ‘Thompson’ lot 19 health d vt 
polation, pressure are BANANAS- Per bunch, 2.0 2.50. aiiny and vigorous. CORNER FIRST AND SPRING STS. 
orce nto the pores of the wood,| PINEAPPL er doz., 5.00@6.00. ngs iel Survis, option ood’ i 500,000. Profits, $60 * 
which is then soaked in a strong sole: RAWBERRIES — Fancy, $010; commen. | , Rolled barley vetment, purchase lot Addition’ to’ Central 
on of tannin and glue. The ties and rolled oats, 6.55@6.95 barrei for wood and | Park. Vernon. $1. of ony 
RASPBERRIES—12%@13. aed pes Jacob K Bashor, Ida V Bashor to Wilhel- ror National Bank in Southern California, and is the only United States Depositary in Southern 
roads are treated in this manner. The pS en box, 70@75; white, | 7.00@10.00; oat, 7.00@9.00; island barley, 5.00 "Wa every housesoid. never dtsappoints. 
» 100@; Gillelen, Jennie D Gillelen, Thomas N. W. corner Second and L Spring 
cae’ @6.50; upland ‘barley, 7.00@7.50; alfalfa, 6.00 arren Tired Feoling — “I had that tired, du) | STATE BANK AND TRUST CO. 
8.000.000 to 4,000,000 pounds a year each. | APRICOTS box, 50@1.25, @7.00; stock, dale. love block“, , avenue | feeling, @y ja, headaches and sinkin; 00,000." 
With this treatment a pine tie, which rl Beans—Pink, 1.80@1.90; lima, 4; small | ‘Tact, $1000. s Sarsqparilla made me : eral banking business transacted, Interest Accounts corporations 
is the only kind that can be found out RRANTS—Per box, 60@70. white, 1.90@2.10; ilar e white, 1.40@1.60. United States to George W Nash, patent| new man. yer wag better than now. individuals solicited. Acts as trustee for corporations and estates. Safe t boxes for rents 
times as long as one of oak. LOGAN BERRIES—Per Ib., 11. , 2@3; string beans block 196. Rosy —“I have good healt. | R HOWELL. Vice President | F RULE, 
4@7; egg plant, 10@ green peppers pa 
HIDES, WOOL AND TALLOW. 12 , Edward A Strong to Mary Allen Strong, and rosy ks, thanks to Hood’s Sarsap: hry GILLELEN, Second Vice President | B F. BAL A, MUIR, aor. 
LOST BANK NOTE 44; tomatoes, 1.00@1.50; summer squash, 7 A. OFF. Cashi B. F. PORT WARREN G 
S. It is a fact] wrpes—pry and sound, 14 per Ib.; culls, | 1.25: asparagus, fancy, 2.0@2.25; rhubarb, 4 lot 6, block 1, Harvey tract, $50. rilia. It builds me up and saves doctor wd : I BF aL 
that. to many minds, no doubt, must | 33: kip, 11%; calf, 18%; murrain, 10; bulls, 6. | 75; ‘sariic, new, 4@5; cucumbers, 1.50@2.00. 8 Stiffler, Rebecca Jane Stiffler to Sarah pie Mary A. Burks, 604 East Cla! GuBBON, 7 THOMAS & | Atto oo fe 
be very curious, that the Bank of Eng- OOL—Nominal. 1.25; respberries, 1.10@1.25. F Holliday, part lot 121 of subdivision of HALSTE “M ones Rees fe sons anne LACOTT. 
Jand always had a pretty steady | TALLOW—Per Ib., No. 1, 3%@4; No. 2, 3% 5@7; blackberries, | 62st 000 acres of Rancho ex-Mis- 
source of profit in the loss and - 3 raspberries . : 
struction of its bank notes, says the| AND BEESWAX. Peaches — Common, .00@1.25, pears, com-| MeDonaid. Douglas 4 McDonald, The National Bank of California, 
London News. What it has gained of | HONEY—Per Ib., in comb, frames, 12%4@15; | common, subdivision, $400. "Never Dicar 
late years in this way we are unable | strained, Oranges—Navels, 2.75@3,25; seedlings, 1.25 | © C Hatch, aL Hatch to W Clifford Smith, Ne fsappoints N. E. Cor. Spring and Second. 
to say, but during a period of fifty| ® ESWA Per Yb., 24@25. @2.00; Mexican Times, 4. 00; common al- | lots lots 1,3 and 5, and part 7. block 64, Long JOHN E. P SPEC 
bank had made FLOUR AND FEEDSTUFFS. ifornia lemons, 1.00@)1.28 good to choice, part lot 1, block D, Alamitos Pitts cure Liver file; tt the non-irritating an: Vise IAL FAOILITIS; 
ear pro o 0,000 from out- FLOUR—Per bbi., local extra roller pro- | 1.50; fancy, 1.756@2 only cathartic to take 1 Nood’s Sarsapari!!: , z 
standing paper never likely to be pre- | cess, 4.20; northern, 4.35; eastern, 5.00@6.25;| Tropical fruit—Bananas, 1.50@2.50; pine- Clifford t lots — OFFICERS: 
sented for payment. When the destruc- Oregon 4.10; graham flour, 1.90 per ewt. apples, 2.00@4.00; Persian dates, 6467 . ae R. L ROGERS, Ass't Cashier. BANKING. 
tion or the irrecoverable loss of a note FEEDST UFFS—Bran. 21.00; rented taney Sank block Buck, to Union Sev- 
ed corn, owt. an ; ; 2%4@ , 
can be proved—as in the event of a | °87!€¥- oe 2: sinh ae $50. 36 NASSAU STREET, NEW YORK. SECURITY SAVINGS BANK. 
fire or wreck it can—the bank, of HAY AND GRAIN. gc eastern, 14%@15;| Azusa Land and Water Company to An- N.EC Main and Second St 
course, will always pay the money it| WHEAT —Miil price, per contal, 1.30. Young America, tonto lots 13, 14 and 15, block 76, x 3 "$100,000.00 nd St. 
epresents, and e BARLEY—Mill price, zusa, . pita 4 
y, per ton, new, fin’st 
given for indemnifying @14.00; alfalfa, 10.00 roosters, old rollers, Park, Vernon: Anéreas Stoll joins in this President _DIRECTORS—H. W. Hotiman, J. Sart 
e bank should the note ever be pre- } / deed for the purpose of releasing lot 11 MAURICE S. HELLMAN...... Vice-President a, 
sented. The £60,000,000 worth of paper large ete sel "Lhe 60, purp 4 oe } BANKERS land, A. Graves, M. L. Fleming Ww. 
— £20,000, as it appears to have "Geen GENERAL EASTERN MARKETS x geese, | from, _| WD. LONGYEAR........ Cashier | Graves, M. S. Hellman, W. D. Longyear, 
reduced to—taken from Rarr’s bank 1,252.00; pigeons, old. 1 Jahiel Survis to Tadeo A Botiller, lot 11, ote Interest Paid on Term and Ordinary Deposits Money Loaned on Real Estate 
wil. therefore, not reseemiet 6 cae Grain and Pro Provisions. San Francisco Mining ‘Stocks. first addition to Central Park, Vernon, $130. nvestment curities — —- 
unless the crisp little billets have some | _ [ASSOCIATED PRESS NIGHT REPORT. ] tor tating socks | Rowland Lee, part lot 7, L Seasion’s HARVEY EDWARD FISK GERMAN -AMERICAN SAVINGS BANK. 
paid in exchange for them will have | increase on passage, and favorable weather | All «+... «s+++++eee FeUg 5 1F2-sevensees 13 | ara, part ‘Rancho San Pasqual, $100. Member New York Stock Exchange. Capital Paid Up .. . $100,000. Surplus and Undivided Profits . . $50,000, « 
to come out of the coffers of the plun- sone 88 La@y Waeh. Con.. 1 Eliza Lynch to Lillie part lot | OFFICERS AND M. N. AVERY, Pres.; L. W. BLINN, First q 
dered bank. eg An old early sellers were clamoring | Best & Belcher.... 48 Mexican ..... ..... 43 | 31, block C, Grand View — ry, C. N. FLINT, Second Vice-Pres.; P. F. SCHUMACHER, Cashier; G. W. LICHTENBERG . 
Paestt for former holdings. An announcement by a | Bullion ... .--- eeee 6 Occidental Con .... 30; M Ha Rose Hagan to George W Ass’t Cashier; E. Eyraud, Dr. Joseph yan C. Brode, H. W. Stoll, Victor Ponet. 
THE TRUSTS. Since the prominent authority that the winter 1 lot 7, block D, Lake tract, materest paid on deposits. Loans on approved real estate. 
price of plug tobacco went up, a good | area had been greatly reduced by the first, | Chauenge SEER cosce eoee 15 
many farmers in Maine have en | owing to damage by files, coupled with sen- Chollar Potosl city Center tract, #100. lot 20, block 4, MAIN STREET SAVINGS BANK. 
making their own chewing tobacco, | sational claims of damage from private | CoD Cal & Va....165 Total, $19,665 
says the New England Grocer, just as | sources brought about the change in senti- GR 1 Lo. Ss ree yy 
their grandfathers did. Tobacco seed | Ment... Buying. wat | Crown Point 26 Standard ... ... NEY TOFFICE DIRECTORS 
is bought in Virginia or Kentucky and parr canes eng the bears, they made - Exchequer ... .. «+» 2 Union Con ........ The foods we eat furnish T. L. Bn President. H. W, Hellman, Kaspare Cohn, H o° 
planted in hotbeds or boxes early in | savage rush-to reinstate themselves, bidding | Gould & Curry.... 29 Utah Con ......... 15 I. N. VAN NUYS, Vice-President veny, J. B. Lankershelm, Oo T. Fonasoe A 
the spring. After danger from frost |the price up me at a time. rts of | Hale & Nor........ 35 Yellow Jacket’... 36 energy for the body just as B. V. DUQUE, Cashier. Haas, W. G. Kerckhoft. 
has passed, the seedlings are trans- | European drought helped the advance, and Receipts. , Calif i Ba k, ¥ A j Cal. 
planted to rich ground and allowed to | the market closed near the top of the day’s | gaw FRANCISCO, May 29.—Flour, quarter | burning .coal makes steam ornia n os Angeles, 
grow until September 1. The stalks are range July opened 4c higher at 7544@75%; | sacks, 48,502; wheat, centals, 7716; barley 8. ICERS. Directors—W, F. Botsford, Wm. H. Burnham, 
cut off near the ground on a dry day off to 75%; advanced to 77%, and centais, 3936; oats, centals, 1242; Oregon, 380: | for an en ind. WwW. F. BOTS SFORD, eS renident. G. W. Hughes, BE. W. Jones, R. F. Lotspeich, 
and the whole plant w closed at 77%@77%. Heavy receipts and re- beans, sacks, 3106; corn, centals, 635; rye, 1s Call and see our fu G. W. HUGHES, Vice-President. Homer Laugh! B. Newton, W. ° 
Pla ith leaves . at- port#™ of incre acreage weakened corn, is. 70: potatoe 2300 : ye, il line of Wheels. J. G. MOSSIN, Cashier. Laughlin, I. om, S. New 
tached is hung in a loft-to cure. In| but the ahs twas recovered near the | CODtals, 0; po 2. on onions, The ex er iments of Prof. ‘Columbia - e .$40 to $50 | 7. w. , Assistant Cashier. hall, H. C Witmer 
May the dry leaves a tri cks, bran, sacks, 3168; middiings. é 
and when the leaf ribs are taken out | "0 ered’ Sacks, 105; hay, tons, 466; hops, bales, 13; | Ph. D.. of Lon- | Hartford "$30 to $35 Capital—$250,000.00. Surplus @ nd undivided profits, $25,000.00. 
are taken out | closed ats suffered early from | wool,’ bales, 825; hides, number, 741; quick. | [’ranKian _V. n- Om ° 
the mass is wetted with sweetened poate favorable crop advices, rs, 40 ons, . atte ‘ : Broadway. first door 
water containing an infusion of licorice | but with the vhs of wheat closed firm at silver, flasks, 40; wine, gall 110,000. don shows that cod-liver oil Vidette Le Beaee e 2 $25 COLUMBIA SAVINGS BAN 9 north of City 
root. As soon as the flow of maple | the top figures. July closed %c higher. Callboard Holiday. , HAUPT, SVADE & € CERS AND DIRECTORS—A. M. Ozmun, Pres.; 4 5. West, Vice-Pres. ; Ws Ozmua, . 
sap diminishes, the spigots are taken | Provisions were steadied by a better ship- | SAN FRANCISCO, May 29.—Tomorrow be- Id d half ti 0., 604 South Broadwa ier, H. Jevne, Niles Pease, J. Ross Clark, Robt. Hale, F. W. Burnett, R. J. Water ; 
from the trees and the augur Hotes that | Ding, demand scattered buying. July | ing’ iegal hallday, the, Produce Exchange | and times | ineerest paid on on real estate, 
pork gain ; . and Cal Board in this city will be ere’s pleasu 
re ot | tna | "ore energy than starches *SOUTHERN CALIFORNIA SAVINGS BANK, 
ing pine plug is then driven into the | Wheat, No. 2— Closing, | SAN FRANCISCO, May 29.—Silver bars, «1; | or sweets LDREDGE NORTE INTEREST 
hole on top of the tobacco, and sawed Mesican dollars, 49%@50%; drafts, sight. rs BICYCLE. ah DIRECTORS: J. H. coy, Elliott, H. Jevne, Frank A. Gibson, W. 
off flush with the tree.” In anidsummer, ; Grafts, telegraph, 16. Scott’s Emulsion is pure . C. Patterson. SA EPOSIT BO XES FOR RENT. Loans on reales 
when the maple flavoring has had time Callboard Sales. LA. CYCLE AND HH. . Con er Suite Wilcox Bid 
Dermente the mase and the wad of | May 82% | SAN FRANCISCO, ‘May 2%.—Wheat, strong; | Cod-liyer oil combined with | SPORTING Goops co, * A. ger, 3 g. 
piug s eptember ... ee 
Bored out. and a solid cylinder of ex- Oais, No. 2— bran, es fa 
ce nt cnew ng tobacco is found. SO a t orms gives '’PHONE MAIN 1418 
Nearly all the farmers in northern and ep 0004009 y (j (j 
western Penobscot county are making |. ASSOOLATED t th, enriches the blood, ell for a ale uns, uns, uns. 
Cash quotations were as Siig Fiour was “And now abideth faith, h charity th S reng 
thelr own chewing tobacco this year. | steady; No. 2 spring wheat, 4Y@78; No. 3| three; but the greatest of these te ch berity'" |: Poor policy to pay $50.00 for . ° P GUNS GALORE ! ' 
spring wheat, 70@74%; No. 2 red “Charity never faileth,”’ but our funds 1 orates the nerves, bicycle when you cap buy Get them cheap this week. 
nds do nvig Yale for 835.00. , 
BEST wines at Woollacott’ s, 124 N. Spring. | No. 2 corn, 22%; No. $ yellow corn, said 3%: | unless they are constantly replenished. we ) B OKER S Carpen sere Tools, Machinists’ Tools, 
No. 2 oats, 24@ 24%; No. 2 white, 27@28; No. are ten t entirely abership contribu- re irs: tissues AVE Cutlery, Plumbers’ Supplies, etc. 
using Hudyan I am perfectly well. waite, 21; No. 58; No. 2 barley, 36@ | tions. pa RY CYCLERY Nauerth & Cass Hardware Co. 
K. C, watt, condido, Cal, ult | 40; No. 1 flax seed, 1.03@1.04; northwestern, | year; larger ation tly needed. and York. * | STOCKS AND GRAIN. MINING STOCKS, | 
an Doctors free, 516 South Broadway. 1.067.068; prime timothy seed, 2.25; mess | Foom ee ‘SCOTE BOWNE, 410 5. Broadway. 200-201 Lankershim Building. | New Location, 412 S. Broadway. , 
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fos Gngeles Daily Cimes. 


PASADENA. 


LOS ANGELES SUNSET CLUB VISITS 
THE TWILIGHTERS. 


a> 


Speeches by Representatives of Both 
Organizations—Where Were the 
“Wild Goats?’—Two Deaths in 
the Pearson Family—Movement 
to Improve Arroyo Drive. 


PASADENA, May 29.—[Regular Corre- 
spondence.} Thirty-five members of the Sun- 
set Club of Los Angeles came over here this 
evening and took tea with the Twilight Club 
of Pasadena. As Dr. Bridge said in ‘his 
opening remarks, a bottle of wine is never 
opened at a Twilight affair. More or less 
wit and sententiousness were uncorked, how- 
ever, and the occasion was not lacking in 
the flow of soul which is the happiest in- 
spiration of such a gathering. The ladies 
of the Shakespeare Club threw open their 
attractive clubhouse to the gentiemen. 

President A. Moss Merwin of the Twi- 
lighters called the meeting to order, and 
made the visitors feel at home by remark- 
ing that this was ‘‘the best Sunset we ever 
had here;’’ that Los Angeles was in dark- 
ness this evening because her lights had 
gone out, and come over to Pasadena—p!eas- 
antries which nobody knows better how to 
say than Mr. Merwin. He had heard some- 
thing ‘about the ‘“‘wild goats’’ of the Sunset 
Club, and now that they are talking of in- 
fusing youth into the veins of age by means 
of the goat lymph, he wished the Twilight 
Club some such feature. [Great ap- 
ay | President Henry T. Lee of the Sun- 
set Club made an appropriate rejoinder and 
sprung &@ spring on the Twilight programme 
by calling for the first speech of the even- 
ing from Dr. Norman Bridge, who was ex- 
— to talk for the Twilighters, but be- 
ongs to the Sunset Club, too. 

‘‘We of the Sunset Club are glad to meet 
with us of the Twilight Club,"’ said Dr. 
Bridge. He spoke of some of the differences 
between the two organizations. The Twi- 
light Club knows nothing about high jinks, 
he said, and has never experienced: what it 
is to have the president’s gavel make a 
fellow sit down before he is through talk- 
ing. The doctor was delighted with the idea 
of a reunion of this kind, and thought the 
beauty of it lay in the conversational oppor- 
tunities. 

Judge Enoch Knight of Los Angeles echoed 
the sentiment of the hour before Memorial 
day, and after laying a laurel of poesy on 
the graves of the soldier dead, went on to 
make « pithy address upon the example ret 
by the citizen soldier. The lesson taught 
by the citizen soldiers whom we sent out 
to the battles of the civil war, and the war 
with Spain io that they did not fight like 
machines, but used their reascning péwers 
and won with their intelligence as well as 
with their obedience. 

Judge H. H. Klamrotk was called out to 

He made a 


dollars or ten days.’’ He said the coun 
had followed the lead of the Twilight Club, 
which has settled all the great questions of 
the day in advance. It had settled the 
Philippines more quickly than the govern- 
ment had succeeded in doing it. 

Rev. Burt Estes Howard, at the call of 
President Lee of the Sunset Club read a 
aper, in which he took up the Me- 
day theme. 

Edward K. Bailey, Esq., spoke briefly for 
the Twilighters of the new proof of abiding 
American loyalty shown by the young sol- 

iers. @ were sure of the veterans; we 
knew the inspiring story of their deeds, but 
would the soldiers of the new generation 
stand the test as well? Some of us had fears, 
perhaps. We thought, maybe, that in this 
commercial era of our development the ball 
had been rounded a little too much on one 
side. Tonight,wo know how vain were all 
these imaginings, how nobly the new gen- 
eration of soldiers stood the ordeal, how 
gloriously they exalted the type of the best 
Americanism. 

Nat M. Brigham sang several ballads, 
which first melted the clubmen into tears 
and then stirred them to great feats of ap- 
plause. He was the hero of the evening. A 
fine supper was served. 

ARROYO DRIVE. 

The latest enterprise in the line of public 
improvements is a proposition to make a 
fine avenue Arroyo. View drive. The 

of Trade invited the City Trustees 
to visit the locality and see the possibilit’es 
there this afternoon, and some of them ac- 
cepted. The location of Arrovo View drive 
is such that it —* be made one of the 
show places of the town. Now, nobody 
eally knows where Arroyo View drive is. 
he street lines have never been established, 
to gay nothing of the grade. The Superin- 
tendent of Streets has called the attention 
of the City Council to this condition of 
things in times past. At present the City 
gineer is exploring for the lines. 


COINCIDENT DEATHS. 


Death has visited the Pearson family twice 
. rapid succession in the last three days. 
re. C. A. Pearson died at her home on 
Morton avenue Sunday afternoon. Today 
while her obsequies were being held at the 
ends’ Church, her husband’s mother, Mrs. 
Seth W. Pearson, passed away, aged 71 
ears. he latter had lived here since 1895. 
oth will be buried in Whittier on Tuesday 
at the same hour. 


PASADENA BREVITIES. 

Thomas Croft, one of the Pasadena pio- 
jeers, Says: “I will vote for the free kin- 
arten not because I believe that a highly 
ucated stranger is as well ‘calculat to 
rain a_child as is its mother, but because 
{t will place scores of our boys and girls 
der the care of a teacher ‘educated for 
especial duty, whereas they are now 

h nee like Topsy, and on the streeta’ 


The historical flags which hang from 
rch of Mrs. Col. Place’s residence are - 
mate trem the 
which surrou 
during the civil war. 
. D. Gaylord and A. K. Nash spok 
the students of Throop at this Ph nny > 
memorial exercises. “There were exeri.ses 
public schools also, wi 
y Grand Army veterans. . 
The procession will start from the inter- 
section of buclid: avenue and 
evenin 
will open at 7:45 
The pastoffice will be open in all depart- 
a.m. till noon Memorial day. 
will be no delivery by carriers, but 
they will make their early morning collec- 
n. 


Mrs. Charles G. Gove of Cincinnati will 
spend a few months 
w 6 family o er son-in- 

Trustee H. M. Dobbons. 

Miss May Irwin expects to sail for Europe 

a few weeks, and to spend the summer 
rp Gerwany and the continent. 

Rev. L. A. Pier of Santa Barbara will be- 

in revival meetings in the East side Chris- 

n Church June 5: 

esley Godber of Kensi mn place 
sold his house to Emma J. inalow of a 
Angeles. 

There will be a baseball game at the park 
Tuesday afternoon between two local nines. 

Capt. co ene on of Co. I has gone to 
Arizona, where he has found employment. 

President C. W. Smith of the electric rail- 


‘road arrived home from Chicago today. 


Senator C. M. Simpson and C. J. 


Will 
have dissolved their law partnership. ns 


Pa ng little vested suits for boys. Hotaling 
Q. 


NO MOKE SOUR STOMACHS. 
When you're constipated, undigested food 
rote in your stomach like garbage in @ awill 


barrel. Clean it out with Cascarets C 
Aathartic! 10c, 20c; 50c, 


. BEST FOR LEAST MONEY. 
Do you still buy cigars for 5 or 100? I sell 
fe best in the city for 8¢ and 6c at No. $31 
uth Spring street. B, Fanta. 


FROM SOUTHERN CALIFORNIA TOWNS. 


7 respondence.] 


ORANGE COUNTY. 


Santa Ana Secures Another Factory, 
To Be Exhibited. 

SANTA ANA, May 29.—[Regular Corre- 
spondenc®.]  Tlirough the efforts of the 
Santa*Ana Chamber of Commerce another 
factory has been located in this city, being 
the Novelty Works formerly located in Pas- 
adena. The new factory will be cperated 
by EB. H. Ellis of Pasadena and E Rk. 
Watson of Santa Ana, under the firm namo 
of BE. H. Ellis & Co. Particular attention 
will be paid to preparing and mounting or- 
ange plaques, the manufacture of @oveities 
from orange wood, yucca and@ red wocd bark. 
The old Owens property on Sixth street has 
been leased and the machinery from the 
Pasadena plant will be moved here at once. 
The factory will employ a number of hands 
as soon as it is put in operation, which will 
be before July 1. 

The Chamber. now has a proposition on 
foot for the establishment of an ice fac- 
tory, and from indications this enterprise 
will soon be added to those already secured, 

ALFALFA AND OATS. 

John Cubbon today brought a sample 
bunch of alfalfa, in bloom, measuring a 
little over six feet in height, to Secretary 
Riggs of the Chamber of Commerce, to be 
forwarded to Los Angeles for use in the 
Orange county exhibit there. The alfalfa 
was raised without irrigation and is from 
a field from whigh as many as six crops a 
year have been taken. 

Secretary Riggs also has a sheaf of oats, 
raised without irrigation, from the ranch of 
BE. C. Franzen, near this city, which he will 
send to the exhibit at the Les Angeles 
Chamber. The oats measure over five feet 
in height and the heads are exceptionally 
well filled. 


OLD GLORY FLOATS. 


FLAG NAILED TO THE STEEPLE OF 
THE CHURCH IN ORANGE, 


Pastor and Veterans Effect a Com- 
promise, but Daughters of Vet- 
erans Refuse to Recognize the 
Truce or Decorate the Church. 


ORANGE, May 29. — [Special Correspond- 
ence.} An unknown young rman climbed to 
the top of the steeple of the Presbyterian 
Church last night and nailed a flag at the 
base of the cross seurmounting it. Much feel- 
ing is still extant over the refusal to permit 
“‘desecration”’ of the walis of the church with 
flags. At the memorial: services yesterday 
only twenty veterans were present at the 
Methodist Church. The Rev. Parker offi- 
ciated, a compromise having been deemed 
wise by the committee appoin:ree by the G. A. 
R. to adjust matters, and the church was not 
decorated, the Daughters of Veterans refusing 
to do that when it was announced that the 
Rev. Parker would preside. No public denial 
has been made by the Rev. Parker, or others 
concerned in the affair, of the charges made. 
It has been stated today that the story was 
exaggerated. Those acquainted with the facts 
deny this. 


SANTA BARBARA COUNTY 


MAN WALKS ARODND AND SHOWS 
HIS QUIVERING BRAINS. 


William Woods Blew the Top of 
His Skull Of With a Gun—Work 
on the “Gap’’—Storkes Case. 
Notes and Personals. 


SANTA BARBARA, May 29.—[Regular Cor- 
A man named William Woods 
was found seated on one of the benches at 
the Boulevard this morning with the whole 
top of his skull shot away. He was picked 
up and sent to an uptown drug store, and al- 
though hig brain could be seen quivering as 
he spoke, he told. the story of an accident 
which he claims befell him. He said he had 
gone to the beach with a double-barreled 
shotgun to shoot birds, and was seated on the 
bench trying to take the barrel of his gun 
from the stock. The gun was loaded and 
cocked, and was discharged with the result 
shown. The story is plausible, and the most 
remarkable thing about it was the ability of 
Woods to tell it. He did not even lose con- 
eclousness, and walked for some distance 
after leaving the vehicle in which he was 
brought uptown. He was raken to the Cot- 
tage Hospital, and when last heard from was 
still alive. 

Contractor Ramish of Ramish & Marsh is 
here ¢4o prepare for work on the Coast line 
road of the Southern Pacific. He will estab- 
lish a camp between the Hollister and Drey- 
fus properties. The order is to rush the work 
of building the grade. 


with criminal libel, was taken up in the 
perior Court thie morning, Judge Oster 
San Bernardino presiding, and the work of 
selecting a jury commenced. A number of 
test questions put on both sides show what 
the evidence may be like. Dist.-Atty. E. W. 
Squiers esked all of the jurors as to their re- 
lations with C, A. Storke, the defendant's 
husband, and Messrs. Carrier and Boyce, de- 
fendant’s attorneys, were particular about 
jurors knowing Attorney Grant Jackson, who 
will figure in the trial. The defense also in- 
quired as to bias of jurors concerning trials 
upon circumstantial evidence. As the panel 
contains the names of many men from the 
north of the county, men not familiar with 
the cass, the jury may be completed at any 
time. 

Two school boys, aged 10 and 11 years, were 
arrested this morning for breaking into 
Fiske & Johnston's stationery store and steal- 
ing a quantity of toys. The boys admitted 
their guilt. . 


LONG BEACH. 
Memorial Services Held—The Searles 
Case Dismissed. 

LONG BEACH, May 29.—[Regular Corre- 
spondence.] The Grand Army post and corps 
of this city attended Memorial services at 
the Congregational Church Sunday morning. 
The exercises were conducted by the pastor, 
Rev.. Charles Pease, who preached. , 

A party of veterans will go to Wilmington 
Tuesday morning to decorate the graves of 
soldiers there. The exercises here will be in 
the afternoon, when the post and corps 
will march through the principal streets to 
the Tabernacle, where there will be brief 
speeches by the pastors of the several 
Long Beach churches. From the Tabernacle 
the, participants in the ceremonies will pro- 
ceed to the Long Beach cemetery, where 
there will be a ritualistic service, and the 
marking of veterans’ resting places with 
floral tributes. 

SEARLE CASE DISMISSED, 

The case of C. N. Searle,, charged with 
larceny of mortgaged property, came before 
Justice Rosecrans Saturday for preliminary 
examination. It was dismissed on motion 
of a representative of the District Attorney 
an@ on his statement that in his opinion 
there was insufficient evidence to convict. 
Searle says his arrest was due to a misun- 
derstanding of two citizens of Los Alamitos, 
in which place he lives. 


REDLANDS. 

Death of Edward Hansen Due to 
Accident, 

REDLANDS, May 29. — (Regular Corre- 
spondence.] The Coroner’s jury which inves- 
tigated the death of Edward Hansen, who 
was killed in Mill Creek Cafion Saturday 
afternoon, returned a verdict ‘wf accidental 
death. Hansen and four others started up 
the trail by the old quarry ane did not signal 
to men above engaged.in cleaning out the 
ditch for the Redlands Electric Light and 
Power Company. Some fragments of rocks 
thrown out upon the bluff atarted a slide of 
accumulated debris, The men ascending the 
trail heard it and attempted to get out of its 
course, but could not. 
pounds struck the side of the trail, rebounded 
and struck Hansen, catching his head against 
the’ rocky wall, killing him instantly. An- 
other of the men sustained a gush in the side 
of his head by one of the falling rocks, but 
the injury is not serious. A tnird man’s fin- 

crushed, and others received slight 

uises. 
and unmarried. The funeral was held in 


ty teday. 


The case of Mrs. Yda Addis Storke, charged | plaintiff. The 
u- 
of 


A rovk weighing fifty . 


Hansen was about 25 years. of as | Mail orders filled. 


RIVERSIDE COUNTY. 


MATTHEW GAGE’S LAND TITLE 
AGAIN CONFIRMED. 


After Litigation Covering a Score 
of Years, it Seema That the End 
is Reached—Suicide of a Hos- 
pital Inmate—Orange Shipments. 


RIVERSIDE, May 29.—[{Regulag Corre, 
spondence.] Judge Noyes today handed down 
an opinion in the ejectment suit of Matthow 
Gago vs. J. J. Gunther, W. E. Atwater and 
J. J. Newman, judgment being for the 
plaintiff. The courtroom was crowded, and 
the ¢ecision was greeted with hearty ap- 
plaute. The case is of long standing, the 
vast property interests involved, located 
mostly within the boundaries of the city of 
Riverside, and embracing scme of the mst 
valuable fruit land in this section, having 
been in litigation for nearly a score of 
yeors. 

Tho land, the title to which is the bone 
of contenticn, embraces all of section 30, 
township 2 south, range 4 west. It was 
originally located by Gage in 1882 under the 
desert land act. It was subsequently entered 
and located by the defendants in 1886, under 
the homestead and timber culture acts. Since 
its original location by Gage, a large port on 
of the land has been incorporated within 
the territorial limit of the city of Riverside, 
anc from worthless degert land in 1882 the 
property has so increased in value that a 
conservative estimate thereof today would 
not be less than $150,000 or $200,00v. 

Upon the plaintiff's failure to conduct 
water upon the land within three years, as 
prescribed by law, the defendants instituted 
contests for their especial portions of the 
property in the governmen* land department. 
For over eight years the parties contested 
in this department at Washington, with the 
result that Gage won his point, and was 
awarded a patent. The cefendants then 
sought to have the Riverside court declare 
that Gage held a title to the land in trust 
for them, predicating their claims upon the 
grounds, first, thot the Secretary of the 
Interior and other officials of the Land De- 

artment misinterpreted and misapplied the 
aw in granting to Gage the patent; second, 
that Gage and the department officials com- 
mitted fraud in the procurement and grant- 
ing of the patent. 

Gage originally commenced action to eject 
the defendants, but by their answer and 
cross-complaint they set up the issues 
named, which were addressed to the equity 
side of the court, and precipitated the pres- 
ent action. 

In his opinion, Judge Noyes confines him- 
self to the few controlling questions, which 
he deems to be determinative of the whole 
matter. He decides that section 30 was 
subject to the desert land entry, and that it 
is desert land, as contemplated by the act 
of March 3, 1877. No crops of value have 
been grown thereon, and under no possible 
circumstances, under the climatic condit'ons 
here existing could the section be properly 
categoried as agricultural land. Judge Noyes 
finds that Gage conducted water on the 
land from the canal, the natural declivity 
to the western boundary of the land being 
such as to readily permit the water to flow 
in the irrigating ditches, and to cover the 
tract as a whole. On the land above the 
canal the water is so conducted as to per- 
mit its being pumped on the same. It is 
further held that Gage conducted water on 
the land within such time as to substan- 
tially meet the requirements of law. Copious 
extracts from legal opinions of high auther- 
ity are quoted, from which Judge Noyes con- 
cludes that Gage had a reasonable time, 
after the expiration of three years, in which 
to perfect reclamation of the land, if he 
acted with ye ee and in good faith. The 
opinion holds that there is not the slightest 
doubt that Gage so acted. It was apparent 
to the court that through ignorance or the 
mistake of the engineers their miscalcula- 
tion as to the time required to construct 
the canal, and obstacles thrown in the way 
by adverse clients, as well as by natural 
barries not contemplated at the threshold of 
the undertaking prevented literal compii- 
ance with the law, but, by principle and au- 
thority the plaintiff?! has, by henesty of in- 
tention and perseverance brought himself 
within the well-established rules of equity. 

The court further finds that no fraud in 
the obtaining of the patent, either of a 
collateral or intrinsic nature, was practiced 
by Gage, and thereupon proceeds to roast to 
a turn Atwater, one of the defendants. Some 
photographs sent by Atwater to the gov- 
ernment authorities at Washington, evi- 
dently taken for the purpose of misrepresent- 
ing the character of the land in dispute, 
were admitted as exhibits in the testimony, 
and called forth warm words of disappro- 
bation from Judge Noyes, whose opinion con- 
cludes thus: “This defendant was not, 
therefore, operating in the Land Department 
with clean hands, but with lips blistering 
with falsehood, he and his witnesses, Gun- 
ther. and Newman, sought to pervert the 
facts and to perpetrate an unmitigated fraud 
upon tho government, as well as upon the 
Plaintiff. The Secre of the Interior 
and board of equitable adjudication wisely 
decides that Gage was right, and should be 
granted a patent, and this court gladiy ex- 
cone its aiding hand to confirm their man- 
cate.”’ 


Garber & Garber of San Francisco and W. 
G. Irving of Riverside acted as attorneys for 
nt’s attorneys were 
ushton of San Fran- 


SUICIDE WF A SWISS. 

B. Stiell, a Swiss, committed su'cide 
this morning at the County Hospital at San 
Jacinto. He was sent to the barn by Su- 
perintendent Cook of the hospital, and did 
not return. He was soon after found hang- 
ing by a wire from a ra’ter. Investigation 
showed that he had first cut his throat in 
two places with a razor, and then hanged 
himself with a piece of baiing wire. .He 
had been at the hospital but a few days. 

RIVERSIDE RREVITIES. 

Over thirty-six rloads of oranges and 
one car of lemons Were shipped from River- 
side last week. Including lemons, the out- 
put of Riverside to date is over 700,000 boxes. 


SAN BERNARDINO COUNTY. 
Allotment of Offices in the New 
Courthouse. 

SAN BERNARDINO, Mey 29, — [Regular 
Correspondence.] The County Board of Su- 
pervisors met in special session today to con- 
sider the proposition to allot the rooms in the 
new Courthouse on a plan different from that 
originally agreed upon. After going over the 
building, the Supervisors decided not to 
change the plans agreed upon several months 
ago. The ground floor on the Court-street 
side will be occupied by the County Clerk, 
who will have three spacious offices. .Tyhhe As- 
sessor ‘will be located in the southwest corner 
of the building. The second floor will be 
given over to.the ure of one of the judges of 
the Superior Court; the School Superintenden: 
and the District Attorney. The new ak fur- 
niture, particularly that for the courtroom, 

is of handsome design. 
SAN BERNARDINO BREVITIES. 


S. F. Kelley has brought suit against F. C. 
Baird and Ralph Moss to enforce payment of 
$1419.71, the balance alleged to be cue for 
lumber, hay and barley. 

Nora McFadden has instituted proceedings 
for divorce against James McFarland. 

A marriage license’ was isswed today to 
William Frederick Sharp and Minnie Ola 
Robinson, both of Colton. 

The Coroner left on the noon overland to- 
day for the Needles, to inquire into the sud- 
den death of a Chinaman named Lee Won 


en. 

A Santa Fé employé named Allen fell off a 
locomotive tank this morning while at work 
in the yard. He struck the coupling buffer 
and was injured. 


represented by 
cisco. 


PREPARING FOR FRUIT (CUTTING. 

The Piru Fruit Rancho will arrange accom- 
modations for fully five hundred people dur- 
ing the season of apricot cutting and drying. 
Several new cottages have just been com- 
pleted and will be reserved especially for 
women and girls desiring privacy. Separate 
apartments, suitable tents or other quar- 
ters, will be provided for families and boys. 
—[{Fruit World. 
* The above announcement suggests a very 
desirable place for young ladies out of schoo! 
anc women desiring an “‘outing’’ to spend a 
couple of weeks. Full information can be 
obtained by writing to the manager, A. B. 
Lucas, Piru City, : 


INSTRUMENTS for testing crude off, hy- 
drometers, graduated test jars, thermometers 
etc. S&S. G. Marshutz, 245 South Spring street. 


PURE wines at Woollacott’s, 121 N. Spring. 


_hey & Dud 


SANTA MONICA. 


Funds Awaiting an Owner—Soath- 
side Street Proposition. 
SANTA MONICA, May 29.—[{Regular Cor- 
respondence.}] I. D. Richmond of this city is 
seeking the wife, or widow, of T. B. Mer- 
chant. Merchant and a man named Shalien- 
brach were working a mining claim in Ari- 
zona eighteen years ago, near where Rich- 
mond was located. There was an outbreak 
of Indians on the San Carlos reservaticn, 
and some of them left it and attacked the 
miners. Shallenbrach was killed and Mer- 
chant was shot through the right ear. 
About five years age the government gave 
Merchant a hearing in the case of his claim 
for damages. Richmond was subpoenaed as 

& witness at tho hearing. 

tichmond is under the impression that 
about two or three years ago he heard 
that Merchant had died. A few days ago 
Richmend received a letter addressed to 
Merchant in his care. The letter was from 
one of the departments of the government 
and gave notice that $444 had been allowed 
Merchant on his claim. Richmond desires 
to find Merchant or, if he be dead, to find 
his widow, so that the money may go to 
its rightful owner. 

ACTED UNFAVORABLY. 

The City Truetces today acted unfavorably 
on the proposition of Kinney & Dudley to 
deed certain land to the municipality cn 
eondition that the city would grade a street 
leading from the South Santa Monica wharf 
to South Second street. A report of the 
committee of the whoie, as signed by four 
of the five members of the board, was re- 
ceived and filed. The report said “that it 
has been the uniform custom of the town 
to cause all street improvements to be mace 
at the expense of the property fronting 
thereon, and to widen and extend all 
streets when necessary at the expense of 
the property benefited. We therefore find 
that it will be impossible for us to pay the 
expenses mentioned out of our genera! fund 
without partiality to Messrs. Kin- 
ey.’’ 

SANTA MONICA BREVITIES. 


There was a notable big run of fish at the 
South Santa Monica wharf today. Several 
hundre@ pounds of barracuda, yellowtail 
ard other kinds were caught there. 

The City Fathers have grown sad and 
tired recently because of the unfeeling jests 
of some of their townspeople. The latter 
are inquiring if the city government be 
“portable,’’ and whether, in that event, it 
may for the sake of convenience be removed 
to Angeles. President Jones is living in 
the Angel City, Trustee Gillis spends much 
of the time there, and Trustee Roth says 
he is about to take quarters in that town. 


The Times’ “Cartoons by Chapin” is an 
elegant table book, just out, printed upon the 
heaviest book paper, handsomely bound in 
cloth, with a colored illustrated cover. The 
art value of these cartoons is too well 
known to need any explanation, and their 
historical interest has commended them to 
the press of the entire country, and many 
of them have been copied in the European 
as well as the American edition of the Re- 
view of Reviews. They possess the strength 
and pertinence of the work of the best of 
the great cartoonists, without the coarseness 
and vulgarity that too often mar such 
newspaper art. With a year’s prepaid eub- 
scription to. The Times, $9, this beautiful 
book is given free as a ae to patrons 
paper, or it will sold outright for 

c 


SAN DIEGO COUNTY, 


LATE NEWS FROM THE LOWER 
CALIFORNIA MINES. 
Varying Statements Regarding the 
Water Supply—Company’s Late 


Engineer Says, There is Pienty. 
High Wedding. 


SAN. DIEGO, May 29.—[Regular Crrrespond- 
ence.] The steamer St. Denis, which arrived 
from Ensenada this morning, brings strong 
confirmatory news of the richnesg of the San 
Roque gold placers, 300 miles south of En- 
senada. L. A. Wright, George M. Hawley, J. 
D. Edmond and H. A. Howara, leading busi- 
ness men of this city, who returmed on the 
steamer, corroborate the stories of extensive 
placers and their richness. This city is much 
excited, and large numbers are outfitting for 
the mines, at which about two thousand men 
are now said to be at work, =ostly from the 
lower end of the peninsula. The schooner 
Anita sails from here ton ght direct for Asun- 
cion Bay with fifty passemgers and a full 
cargo, and the steamer St. Denis will take 100 
men and supplies from here June 1. Several 
merchants will go dcwn and open stores at 
the mines. 

THE WATER SUPPLY. 

Cc. BE. Mayo, for some time past the chief 
engineer of the San Diego Water Company, 
has left the employ of that corporation, and 
will return to the Spring Valley Water Com- 
pany of San Francisco. Mr. Mayo does not 
believe that the water company here has 
treated him rightly. He claims that though 
filling the position of chief engineer, he has 
seldom been consulted about things. He 
Says the quantity of water available for the 
company’s pumps in Mission Valley is in- 
exhaustible, which is in direct opposition to 
the statements made by the company that 
the supply was short, and that it woulé 
be necessary to have an ordinance pasted 
by the City Council restricting the use of 
water to only one-third of the city at a 
time. The facts are that the company does 
not want to to the expense of pumping 
the water, though it charges full rates for 
a full service that is never given. Mr. 
Mayo's statements as to the amount of 
water on hand in the wells will probably 
have the effect of staving off any contem- 
plated rotation ordinance. .The people are 
tired, and want water. 


SAN DIEGO BREVITIES. 


Robert Verlaque and Miss Mell Bogardus 
were marri at the summit of Mount 
Wocdson, a high eminence in Santa Maria 
Valley, a féw days ago, and the event was 
the most unique social happening of the 
year for the people of Ramona. 

The section-house at Encinitas was robbed 
a few days ago of a rifle, silver watch and 
$18 in money. The thief escaped. 

Memorial-day addresses were delivered 
yesterday to G.A.R. posts and W.R.C. by 
Revs. J. L. Pitner and P. E. Kipp. 

The Buena Ran Company near San 
Marcos is gathering e second volunteer 
crop of tobacco on its lands. 

Maj. H. M. Russell of Los Angeles ar- 
rived today from Enfrenada and Alamo, and 
went north to his heme. 

There will be 1200 tons of hay for export 
in the Bscondido section. 

The Bscondido schools will not close for 
five weeks. 


POMONA. 
Prohibition Will Prevail] Once More 
This Week. 

POMONA, May i9. — [Regular Correspond- 
ence.] The City Trustees met this afternoon 
and passed a prohibition ordinance. It will 
g0 into effect on Wednesday. 

The Street Committee reperted that they 
had purchased a team for the city, as in- 


structed. They were authorized to procure a 
wagon and harness for the téam. 
MAIMED BY A TRAIN. 

LouisSvenson, son of Mrs. O. Svenson of this 
Kingsley tract, was knocked down and 
maimed by a Santa Fé train near the San 
Bernardino station on Saturday night. Sven- 
son was walking alongside the track when 
the accident magpenes. Both of his feet were 
partly taken off, most of his left hand is 

ne, and he is seriously bruised on the head. 

r. J. W. Baylis, the railroad surgeon, at- 
tended the unfortunate man, who has now 
been brought to the home of his mother here. 

POMONA BREVITIBS. 

A Spanish barbecue was held yesterday at 
The Willows, near Ramon Vejar’s ranch. 
Quite a number from here partook of the 
feas 


Pedro Preciado was before Justice White 
this morning on a charge of disturbing the 
peace. Preciado was arrested late Saturday 
night for carousing on Second street and put 
in jail, where he continued his yelling all 
night. to the great disturbance of people in 
the vicinity of the jail. He was given twenty 
days and taken to Los Angeles this afternoon, 

The clothing, dry goods and shoe houses 
will be closed all day tomorrow. The grocery 
stores will clese at 9 o'clock and the meat 

s at 10. 
of Elizabeth Acason, who died 
in Pasadena on Friday, were vuried from J. 
G. Kirby's undertaking parlors here on Sun- 
day afternoon. ‘ys was friend of 

. Montorieff and family. 

"Vieense of one of the Pomona saloons 
expires at 10 o'clock tonight and that of the 


other at 19 o'clock on Wednesday evening. 

Contractor F. D. Green is building a resi- 
dence in the Packard tract for Bertram Fish, 
who recently came here from Brooklyn, N. Y. 

VENTURA COUNTY. 

VENTURA, May 29.—{Regular Correspond- 
ence.] Memorial day will be properly observed 
in this city. Yestercay the G:A.R., W.R.C. 
and 8. of V. attended divins services at the 
Congregational Church. 

N. Blackstock and J. S. Collins, executors 
of the last will of Green B. Taylor, deceased, 
have fflied a petition in tae superior Court 
praying for an order of sale of ail the real 
estate of taid decedent. This real estate con- 
sists of 3808.87 acres of the Taylor ranch, al! 
of which is hilly and grazing lands except 
100 acres, and valued at $% to 37 per acre. 

The Hill-Parvin murder trial is progressing 
s'owly. But one witness, John for 
the prosecution, has been exam.ned. 


A THRILLING AFFAIR. 


Fight With a Maniac on the Top of 
a Lofty Chimney. 
{Washington Post:] ‘Every time an 
avenue car takes me by the tai! chim- 
ney of the burned power-house,”’ said 
an ex-Englishman who has lived for 
many years in Washington,,.‘I am re- 
minded of a thrilling affair that hap- 
pened when I-was a lad in Bradford, 
Eng., my birthplace. A 250-foot chim- 
ney had just been completed, and two 
brick masons only were left on the top 
to put the finishing touches on it. Both 
of them were big men. One of them, 
a fellow of gigantic strength, went 
suddenly insane just as the last bit of 
work wa done on the’ chimney, and 
his companion looked on with horror 
while the maniac deliberatety cut 
away the rope ladder leading from the 
top of the chimney to the ground. The 
maniac no sooner’. did this than he 
turned to his companion and calmly 
announced that he was going to throw 
him over the side of the chimney to 
the ground. They closed, and a ter- 
rific protracted struggle ensued. The 
workmen down below had seen the rope 
ladder when it struck the ground, and 
they knew at once that something was 
wrong with the two men at the top. 
They got away from the chimney at a 
sufficient distance to see what was go- 
ing on up at the top, and they wit- 
nessed the frightful encounter between 
the two men. The maniac frequently, 
by pure strength, got his companion 
over to the very edge of the chimney. 
Every time he did this the sane man 
would muster up all of his force and 
push the madman back. The hand-to- 
hand battle went on for hours, while 
a company of firemen down below were 
endeavoring to shoot a line over the 
chimney by means of a rocket cannon. 
Finally, the sane man got a certain 
hold on the madman and broke the 
latter’s arm; then the maniac lay 
quiet. After hours of aiming the ijre- 
men managed to get a line over the 
chimney, which the exhausted brick 
mason, almost ‘all out’ from his terrible 
struggle with the insane man, grabbed; 
then he drew up the rope ladder, 
fastened it, and came down to the 
ground, sinking into a semi-comatose 
condition, from which he did not 
emerge for days, as his foot touched 
the last round of the ladder. His hair 
had been raven black, but when he 
came out of his stupor it was silvered 


all over. Two firemen volunteered to 
go up the rope Iider after the 
maniac. They had nearly reached the 


top of the chimney when the insane 
man walked over to the edge, looked 
around quietly for a minute or so, pay- 
ing no attention to the cries of his 
rescuers, and then dived headforemos? 
to the ground. He was probably dead 
before he struck the earth, and he 
was picked up a shapeless mass.” 


MEN WHOM SURGEONS LIKE. 


They are Constantly Furnishing 
Them Something to Do. 


[Golden Penny:] The old proverb 
“While there’s life there’s hope,” gains 
a good deal of force from these brief 
sketches of men who triumphantly sur- 
vived almost every form of accident. 

A few months ago died Thomas 
Rushton of Walkden ,Lancashire. Most 
of his life was spert in hospitals con- 
sequent on his many mishaps. When 
5 years old he fractured both thighs, 
and before he had fairly recovered he 
fell downstairs and sustained a double 
fracture. Thenceforward his life was 
one long series of misfortunes, for be- 
sides breaking both legs twenty-four 
times, he sustained many other in- 
juries, and underwent countless opera- 
tions. 

A short time ago the Lancet men- 
tioned the case of a man who had 
fractured his limbs six times, and on 
each occasion the accident occurred on 
the same date—namely, August 26. Be- 
fore he was 16 he had met with five 
such mishaps, so he resolved in the 
future always to remain at home on 
the fatal 26th. It chanced, however, 
that twenty-three years later, forget- 
ting his resolution, he went to work on 
the unlucky day, and on his return 
slipped down and broke his leg. 


Johnny’s Illustration. 


'Harper’s Bazar:] The superintend- 
ent of a city Sunday-school was mak- 
ing an appeal for a collection for a 
Shut-in Society, and he said: 

“Can any boy or girl tell me of any 
shut-in person mentioned in the Bible? 
Ah, I see several hands raised. That 
is good. This little boy right in front 
of me may tell me. Speak up good 
and loud so that all will hear you, 
Johnnie.” 


“Jonah!"’ shrieked Johnnie. 


= - 


The mens 
who do dar. 
ing deeds in 
battle, are 
men whose 


J rich, red, vital 
blood of héalth. 
The same is true of the 
men who win success 
in the battles of work 
and* business. When 
a man’s liver is slug- 
gish, his digestion im- 
paired, and his stom- 
' ach weak, his blood 
soon gets thin and im- 
Eve. The blood is the stream of life. If 
tis impure every vital organ in the body is 
sangeepetty nourished and becomes weak 
aud diseased and fails to perform its proper 
functions in the economy of life. The vic. 


tim suffers from loss of appetite and sleep. 


wind, pain, fulness and swelling of the 
stoma after meals, bad taste in the 
mouth, foul breath, imaginary lump of 
food in the throat, headaches, giddiness, 


drowsiness, heavy head and costiveness. 4: 


All of these conditions and’ their causes 
are promptly cured by the use of Doctor 
Pierce’s Golden Medical Discovery. It 
brings back the keen edge of appetite, 
makes the digestion perfect and the live1 
active. It makes rich, red, pure blood, 
filled with the life-giving elements of the 
food that build healthy tissues, firm flesh, 
strong muscles and vibrant nerve fibers. It 
invigorates and vitalizes the whole body, 
and imparts mental power and elasticity. 
It cures 98 per cent. of all cases of con. 
sumption, strengthens weak lungs, stops 
bleeding from lungs, spitting of blood, 
obstinate lingering coughs and kindre¢ 
ailments. 


Costiveness, constipation and t 
of the liver are surely, speedily and per- 
manently cured by Dr. Pierce’s Pleasant 
Pellets. They are tiny, sugar-coated gran. 
ules. One little ‘‘ Pellet’’ is a gentle laxa. 
tive, and two a mild cathartic. They neve:. 

ipe. They stimulate and strengthen the 
jaded oigans until a regular habit is formed 
and may then be discontinued without a 
return of the trouble. They stimulate, 
invigorate and regulate the stomach, liver 
and bowels. Medicine stores sell them, 
no other pills that “‘are just | 


idity 


and have 
as good.”’ 


RAZOR AND BILLY. 


Two Ratcher Hoys Fighg a Pitched 
Pnttle. 

Two butcher boys, one driving a de- 
livery wagon for the Pico Market, the 
other for the Eureka Market, fought 
a pitched battle on Westlake avenue be- 
tween Twelfth and Pico streets yester- 
day afternoon. One of them was armed 
with a razor, othe With a loaded 
piece of hose pipe....,The spectators, 
mostly women and children living in 
the vicinity, expected to se@rone or 
the other, or both of them, killed or 
badly wounded, but beyond a few 
bruises and slashing of garments no 
damage resulted. 

The combatants were John McDon- 
old, son of Capt. McDonald of the Pico- 
street chemical engine company, and 
Fred Volk. McDonald drives a wagon 
for the Pico Market, where Volk was 
formerly employed. Volk has a grudge 
against his old employer, and his pres- 
ent employés. Last Thursday he came 
in contact with Frank Bennett, one of 
the Pico Market men, and the latter 
gave him a sound thrashing. 

Yesterday when Volk saw McDonald 
delivering meat on Westlake avenue, 
he alighted from his own wagon and 
attacked the former. He got McDon- 
ald down and thumped him soundly 
until a companion of McDonald came 
to his rescue and pulled Volk off his 
victim. Volk then got a piece of leaded 
hose pipe out of his wagon and went 
for McDonald with that. McDonald de- 
fended Himself with a razor which he 
had under the seat of his wagon. and 
succeeded in ripping sevexal holes in 
Ma lag clothing, but did not reach his 
skin... 

While the fight was in progress some. 
body telephoned to the Police Station 
for an officer, but a second 


the encounter. 


INDIAN SCHOOL INSTITUTE. 


City to Arrange. 
Miss Estelle Reel of Washington D. 


Indian School Service, arrived in Los 
Los Angeles yesterday from Arizona. 
She is here to make preligiinary ar- 
rangements for the Indian Schoo] In- 
stitute which is to be held in this city 
in July. 


coming National Educational Associa- 


15,000 and 16,000 teachers will attend it. 
She says that the Indian School In- 
stitute will be held during the meet- 
ing of the National Educational Asso- 


the Indian school instructors may ob- 
tain by attending 
the National Education Association. 
Among the articles which will be ‘ex- 
hibited here during the institute will 
be nursery, sewing, manual 


Indian pupils. 
red-skinned pupils is said to show more 
than average ability. 

Miss Reel will remain in Los An- 
geles three days, after which she will 


to this city July 1, to take up the active 
work of starting the institute. 


Odds and Ends Day. 


Everything that’s beautiful in 
chinaware, crockery, glassware, 
lamps, vases, ornaments and fig- 
ures, lemonade and water § sets. 
Newest and best things made. 
Dishes for the millions. See our 
cut prices. 

Some articles cut 60 per cent. 

Some articles cut 50 per cent. 


ODDS AND ENDS, HALF PRICE, 


Great American Importing Tea Co. 


135 N. MAIN ST., LOS ANGELES. 
351 S. SPRING ST., LOS ANGELES. 


402 W. SECOND ST., POMONA. 

18 E. STATE. REDLANDS. 

931 MAIN ST, RIVERSIDE. 

24 N. FAIR OAKS AVE., PASADENA. 
227 THIRD ST., SANTA MONICA. 

728 STATE ST.. SANTA BARBARA. 
211 E. FOURTH ST., SANTA ANA. 


AND ALL ILLS OF THE 


KIDNEYS & BLADDER 


ALL GRUGGISTS SELL 


message | 
was sent in soon afterward, saying that 
the fight was ended, and that both 


contestants had left the scene of com- | 
bat alive and not much the worse for 


Superintendent of the Service in the 


C., Superintendent of the United States 


Miss Reel is enthusiastic over the 


tion Convention, and says that between 


ciation, on accountef the benefit which 


the meetings of 


training | 
and character development work of the | 
Some of the work of the ' 


return to Washington, prior to coming 


Tan Shoes for 
Ladies and Gents 


Spring at 


HAMILTON & BAKER, 
239 S. SPRING ST. 


Challenge Iceberg 


Refrigerators 


dard Wickle 

OLLSTOVES 

Low Prices. 

' Parmelee’s Retiring 
Sale, 232-234 S. Spring. 


NO MORE HOLLOW CHEEKS 
Full Set Teeth Only 


- 


Teeth extracted with- 
Oulu work 


guarauiced, 
Room 7-8, 254 S. Broadw’y 
Office Hours—¥ a.m. tod p.m. 


An Excellent Combination. 


—- 


| 
| 


The pleasant method and beneficial 
effects of the well known remedy, 
Syrup or Fres, manufactured by the 
Catironnia Fie Syrup Co., illustrate 
the value of obtaining the liquid laxa- 
tive principles of plants known to be 
medicinally laxative and presenting 
them in the form most refreshing to the 
taste and acceptable to the system. It 
is the one perfect strengthening laxa- . 
tive, cleansing the system effectually, 
dispelling colds, headaches and fevers 
gently yet promptly and enabling one 
to overcome habitual constipation per- 
manently. Its perfect freedom from 
every objectionable quality and sub- — 
stance, and its acting on the kidneys, 
liver and bowels, without weaken g 
or irritating them, make it the ide 
laxative. 

In the process of manufacturing fi 
are used, as they are pleasant to the 


taste, but the medicinal qualities of the 


remedy are obtained from senna and 
other aromatic plants, by a method 
known to the CALIFORNIA Fie Syrup 
Co. only. In order to get its beneficial 
effects and to avoid imitations, please 
remember the full name of the Company 
printed on the front of every package. 


CALIFORNIA FIG SYRUP CO. 


SAN FRANCISCO, CAL. 
LOUISVILLE, KY. NEW YORK, N. ¥. 
For sale by all Druggists.—Price 50c. per bottle 


Shelis, Curios, 


California Wood Nov- 
elties, Birds and ani- 
mals mounted to order. 
Send for price list on 
Taxidermy. work and 
Artificial Eyes. 


WINKLER’S CURIOS, 
346 S. BROADWAY. 

Ladies’ Skirts Cleaned 
finished 50c and 75c. 


Men’s Suits Cleaned and 
pressed, $1.25. 


By our Improved Dry Process. 


Beriin Dye Works, 


2 S. Broadway. Tel. M. 675. 


CURES 


McBURNEY’S 


KIDNEY 


For Bright’s disease, brick dust 
deposit, bed-wetting, gravel, dropsy, diabetes 


| and rheumatism. Send 25 cents in 2c. stamps to 
| W. F. MeBurney, 4188. Spring st., Los Angeles, 
Cal.,for 5daystreatm’t. Prepaid $1.50. Druggisy 


SACRIFICE SALE. 


Ventura Oil Company Refinery, 


VENTURA, 


To be sold asa wholeor in part, at a bargaim 
D. E. CLAKK, Agent, 


Ventura, Cal 


on stomacn trouDies 
sent free to any per- 
sop addressing the 
STUART CO., 
Marshall, Mich., 
manufacturers of 

Stuart’s Dyspcpsia 
Tablets. Every form 
of S:omach weakness 
cured by this wonder- 


tul new discevery. 


BARBERS’ SUPPLIES. 


“Blue Steel Palm" Razor 
33.00: “Blue Steel” Ra- 
zor $2.50; Jaeger’s Spe- 
cial Razor (our own 
grinding) 82.00. Good 
Razors, $1.00 up. Best 
Tool, Razor and Clipper 
grinding in the State. 


252 SOUTH MAIN ST. 
Edward M. Boggs 


CIVIL AND HYDRAULIC ENGINEER. 
535 Siimson Block, - Los Aageles. 


LEGAL. 


PROPOSALS FOR FUEL, FEED AND SUB- 
sistence. U. 8. Iudian Schoo! Service, Perrig, 
Cal., May 13, 1899. Sealed proposals, endorsed 
‘‘Proposais for fuel,” etc., as the case may 
be, and addressed to the unaersigned, will be 
received at this schoo! until two o'clock p.m. 
of June 8th, 1899, for furnishing and deliver- 
ing at the Perris Indian School, Cal., about 
40,000 pounds barley, 42,000 pounds beef, 20,000 
pounds feed, 18,000 pounds flour, 30,0.0 pounds 
potatoes, etc., a full list ana description of 
which may be obtained by maxing application 
to the undersigned, Bidders are requested to 
state specifically in their bids the proposed 
price of each articie to be offered for delivery 
under any contract. The right is reserved te 
reject any and all bids or any, part of any 
bid, if deemed for the best interests of the 
service. Certified checks.—Each bid must be 
accompanied by a certified check or draft 
upon some United Statcs depository or solvent 
pational bank in the vicinity of the residence 
of the bidder. made payable ¢o the order of 
the Commissioner of Indiap Affairs, for at 
least five per cent. of the amount of the pro- 
posa!, which check or draft will be forfeited 
to the Unifed States in cas» any bidder or. 
bidders receiving am award shall fail te” 
promptly execute a contract with good — 
sufficient sureties, otherwise to be retur 

to the bidders. HARWOOD HALL, Superia- 
tendent. 


PROPOSALS FOR ADDITION TO DORMI- 


tory. Department of the Interior, Office of Ime 
dian Affairs. Washington, D. C., May 16th, 
1899, Sealed proposals. indorsed: ‘‘Proposgajs 
for Addition to Dormitory, Phoenix,”’ and ad- 
dressed to the Commissioner of Indian Affairs, 
Washington, D. C., will be received at the In- 
dian Office until two o'clock p.m of Thurs- 
day, June 15th, 1899, for furnishing all ma- 
terial and labor required in the conséruction 
and copspletion of an addition to the boys’ 
dormitory at the Phoenix Indian School, A. ‘cis 
in strict accordance With the plans, specifica- 
tions and instructions to bidders, which may 
he examined at the Indian Office, the offices 
of the “Ar’zona Republican,”” Phoenix, A. T.: 
the “‘Times.’’ of Los Angeles, Cal., the Build- 
ers’ and Traders’ Exchange, Omaha, Neb., 


_the Northwestern Manufacturers’ Association. 
St. Paul, 


and at the above school. For fur- 
ther information, apply to Superintendent. 8. 
M. McCowan. U. S. Indian Industrial School, 
Phoenix, A. T. .A. C. TONNER, Acting Com- 
missioner. 


IMPROVEMENT OF SAN LUIS OBISPO 
Harbor, Cal. WU. S. Engineer office, Laugh- 
lin building, Los Angeles, Cal., May 27, 1899. 
Sealed proposals for continuing construction 
of breakwater at San Luis Obispo Harbor, 
Cal., will be received here until 11 a.m., June 
27, 1899, and then publicly opened. Infor- 
mation furnished on application. JAMES J. 
MEYLER, Capt. Enere. 


F. K. STRASSER, M.D., Surgeon and Physicitag 
DR. W. J. HAYDEN, Osteopath. 
Nervous and Chronic Diseases. 

MRS. F. K. STRASSER, M.D. 
MRS. W. J. HAYDEN, D. O. 
Specialty, Diseases of Women. - 


Osteopathy 


Leads in curing over 80 per cent. of the so. 
called incurable diseases. 
Parlors» HOPE VILLA, cor. 8th and Hope Sta. 


Hours—-12: 1-4; 
‘PHONE BLUE 36% 
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TUESDAY, MAY 30, 1899. 


have not only 
been a notable feature of the .paper in 


The Times cartoons 


the past few years, but have = been 
widely copied in the eastern press, Re- 
view of Reviews and European papers. 
The excellence of these pictorial com- 
ments upon current national and local 
history is such that it has been decided 
to give permanent form to them, and 
a Times Cartoon Book has just been 
issued. It is printed on heavy book 
paper, is of suitable table size, and is 
elegantly bound in cloth with an illu- 
minated cover. To our readers we offer 
this beautiful volume as a premium 
with a year’s prepaid subscription to 
the paper, or it may be had separately 
from the paper for $2 cash. 

The Times business office is open all 
night and liners, death notices, ets., 
will be received up to 1:30 a.m. Small 
display announcements may be sent 
in up to that hour, but large display 
ads. cannot be attractively set if 
brought in later than 8:30 p.m. Tele- 
‘phone Main 2 

Tonight, orchestra and Chautauqua 
chorus concert, First Congregational 
Church, Sixth and Hill streets; thirty- 
five instruments, fifty voices; patriotic 
numbers. Admission, 25 cents. 


We are now prepared to make rim 


buttons in five sizes. Also pinking done 
in the latest styles. L. Simonsen But- 
ton and Button-hole factory, 129 South 
Spring street. 

All kinds plain machine composition 
at 30 cents per thousand ems, standard 
measure, at Times job office. 

Henry J. Kramer forms an adult be- 
ginners’ dancing class Tuesday, June 6. 

Finest cabinet photos, reduced to $1 
and $1.75 a dozen. Sunbeam, 236 8. Main. 

Don’t miss the clearance sale at City 
of London, 213 S. Broadway. 

Souvenirs at Winkler’s, 346 S. B’dway. 


Kittie Raymond was arrested on 
Main street last night by Policeman J. 
M. Baker on a charge of soliciting. 

Memorial day was observed yester- 
day afternoon at the Ann-street 
school. The programme consisted of 
songs, recitations and readings. 

The Board of Trade is in receipt of 
an engraved certificate of membership 
on the national advisory board of the 
Philadelphia Commercial Museum. 

John L. Amlin, a farm of Los Ala- 
mitog, has filed a petit in bank- 
rupt in the United States District 

\ Hie liabilities are set forth as 
$770.75, ahd his assets as $773. 

Ah Wing, a vegetable vendor, fell 
into the clutches of Deputy License 
Collector Harrington late yesterday aft- 
ernoon for pursuing his calling without 
a license. He will explain his lack 
of credentials to Justice Morgan. 

The Brownsberger Post-Graduate 
Ciub, organized’ a few weeks since, 
met for the first time Friday evening 
at the corner of Broadway and Ninth 

reet. The early part of the evening 

as devoted to business, and later a 
subject of interest to stenographers 
was actively discussed. 

The hearing of the case of E. S&S. 
Blaisdell, a mining man of this city. 
Who is contesting an attempt on the 
part of his creditors to force him into 
bankruptcy, occupied the attention of 
Judge Welborn in the United States 
District Court yesterday. Blaisdell’s 

bilities are said to be in the neigh- 

hood of $20,000 

All business in the Federal building 
will be suspended today, except for 
two hours in the forenoon, when the 
poetoffice will be open. There will be 
only one delivery of mail, the early 
morning distribution, and the office will 
be closed throughout the day after 10 
o’clock. Neither the United States Cir- 
cuit nor District Court will convene 
today, and the offices of the court 
clerks and United States Attorney and 

will be closed. 


Marriage Licenses. 
we following licenses were issued 
terday from the office of the County 
Clerk: 

George J. Ford, a native of Vermont, 
aged 36 years, and Clara Elizabeth Col- 
yan, a-native of California, aged 22 
years; both residents of Los Angeles. 

Ashley M. Lyon, a native of Penn- 
sylvania, aged 46 years, and a resident 
of Pacatello, Idaho, and Carrie Doss, 
a native of California, aged 34 years 
and a resident of Los Angeles. 

Crumb, a native of Kansas, 
aged 19 years, and Mary Simpson, a 
native of Arizona, aged 15 years; both 
residents of Los Angeles. 

Charles M. Maupin, a native of Illi- 
nois, aged 32 years, and Emma E. 
Rieder, a native of Missouri, aged 22 
years; both residents of Los Angeles. 

Fred V. Wyatt, a native of Iowa, 
aged 21 years and a resident of Pre- 
sidio, Cal., and Minnie A. Sylvan,a na- 
tive of Portugal, aged 18 years and a 
resident of Los Angeles. 

William A. Matlock, a native of Illi- 
nois, aged 30 years, and Eva E. Vre- 
denburgh, a native of New York, aged 
21 years; both residents of Riverside. 

Pius F. Limacher, a native of 
Switzerland, aged 24 years, and Mamie 
Danneger Ertel, a native of New York, 
aged 20 years; both residents of Los 
Angeles. 

Oscar E. Robbins, a native of New 
Jersey, aged 41 years and a resident 
of Phoenix, Ariz., and Ursula J. Boyd, 
a native of Missouri, aged 29 years’ 
and a resident of Seattle, Wash. 

John William Duchring, a native of 
Iowa, aged 25 years, and Luella Irene 
West, a native of Illinois, aged 25 
years; both residents of Los Angeles. 

Victor Senechal, a native of France, 
aged 34 years and a resident of Los 
‘Angeles, and Annie Little, a native of 
Kansas, aged 22 years and a resident 
of Riverside. 


DEATH RECORD. 


PADGETT—In this city, wer 28, 1899, Mrs. 
Belle Padgett, wife of C. W. Padzett. aged 
35 years. 

The funeral services will be held at Bresee 
Brothers’ funeral parlors this morning at 8 
o’clock. Interment In ianapolis, Ind. 
AIKEN—At Los Angeles, Cal., on Sunday, 

_ 28, 1899, Mary Aiken, widow of James 

Aiken, aged 50 years 

Thursday, June 1, 1899, at 3 o'clock 
p.m., from parlors of Dexter Samson Co., No. 
523 South Spring street. Friends and Rath- 
bone Sisters invited to attend. (Portland, 
Or., and Pittsburgh, Pa., papers please copy.) 


FUNERAL NOTICE, 


. The funeral services of Miss Kittie Snyder 
will be held at the Boyle Heights Methodist 
Bpiscopal Church today, May 30, at 2. p.m. 
Friends invited. 


SUTCH & DEERING, FUNERAL PARLORS, 


No. 506 S. Broadway, lady attendant; best 
service, lowest prices. Tel. M. 665. 


REDONDO BEACH TRAINS, 


Decoration day, May 2 on Santa Fé go at 
8:30 a.m., 9:55 a.m., 1:30 p.m., 5:22 p.m., 7 
p.m. Returning last train leaves the beach 
8 p.m. Round trip 50 cents. 


Of the many handsome premiums preyj- 
ously offered for a year’s subscription to 
The Times, none have equaled in beauty ana 
interest the magnificent ‘Cartoon Book,"’ 
which we now place.before patrons of The 
Times, who have often expressed a desire 
to see this paper’s notable cartoons pre- 
served in permanent form. The events with 
which these pictures deal have passed into 
our national history, and will possess an 
added value as time goes by. Realizing the 
appreciation that has met our efforts in the 
endeavor to publish an up-to-date newspaper 
of the highest class, we offer to our readers 
an opportunity for securing this handsome 
_ peok free for a year's subscription to The 
Times. 

PAINS over kidneys, liver, eyes. Hudya 
ee. All druggists, 50 cents. Consult Hud. 
yau Doctors free, a6 South Broadway. 


_tions,’’ he said, 


FOR NEW QUARTERS. 


SCHOOL BOARD DECIDES UPON 
LAUGHLIN BUILDING. 


in 


Animated Session Held and the Mat- 
ter of Renting Discussed from 
Every Standpoint by the 
Members. 


Warm Controversy in Which Plain 
Langynge Was Used—Only Two 


Votes Against the Original 
Motion. 


President Davis and Director Hor- 
ton on the Minority Side—Some 
of the Arguments. 


The Board of Education voed to 
rent new quarters in the Homer Laugh- 
lin building for a term of two years, 
at a meeting attended by ill the mem- 
bers in the present rooms of the board, 
in the Gardner & Zellner building, yes- 
terday afternoon. The devision was 
reached, after an animated session. 
lasting nearly an hour, during «which 
every member of the board, except 
one, took occasion to outline his ideas 
of what the quarters should consist of. 
Incidentally several of the tnembers 
took occasion to express their views 
relative to the action of other mem- 
bers, although personalities were not 
dealt in to a great extent. 

President Davis called Director 
Stearns to the chair and delivered him- 
self of a speech in which he argued 
that the board should act economically. 
He said that by renting guarters in 
the Laughlin building, it would assume 
an obligation of $420 per year in addi- 
tion to that required to secure rooms 
in any one of several other buildings, 
He predicted that if the board accepted 
the offer of the Laughlin building 
rooms it would ever afterward be 
sorry, inasmuch as none of its 'nem- 
bers could give a good excuse to tax- 
payers for expending the additional 
amount in rent. He said that he couid 
not» remain through the ineeting, but 
that he should stand frst, last and all 
the time as opposed to the renting of 
expensive quarters, and if the question 
came to a vote before adjournment he 
wished to be recorded in favor of any 
building where rooms could be secured 
at an economical figure. 

At the time of adjournment Friday 
evening the board was considering a 
motion, made by Judge Hendrick, to 
rent the rooms offered in the Laughlin 
building for $125 per month. Director 
Horton secured the floor as soon as 
President Davis had finished talking, 
and made a motion to amend the mo- 
tion of Judge Hendrick by substitut- 
ing the word “Wilcox” for “Laughlin.” 
He explained that six rooms in the 
Wilcox building could be secured at a 
monthly rental of $90. 

This amendment was the signal for 
the discussion to open, and Judge Hen- 
drick was up in a minute to champion 
the cause of the Laughlin building. He 
said that, while he favored the rooms 
in the new Bradbury building that, 
nevertheless, the caucus of the mem- 
bers last week had agreed upon the 
Laughlin building, and that he was 
ready to stand by the decision of the 
caucus. “If this meeting decides con- 
trary to the action agreed upon at the 
caucus, when a majority of the mem- 
bers voted to rent rooms in the Laugh- 
lin building,’’ he said, “it will be the 
second time since my eonnection with 
this body that I have been turned down 
in an open meeting on a policy I was 
following at the request of a majority 
of a caucus, and in the future I shall 
feel backward about going initio cau- 
cus. I feel in duty bound to fallow 
out the policy laid down in the caucus, 
when five members of this board voted 
to accept the rooms in the Laughlin 
building.” 

This statement on the part cf Judge 
Hendrick was followed by Mr. Davis, 
who said: “I suppose if Judge Hen- 
drick started for Santa Monica and on 
the way found that he was on the road 
to San Pedro, he would refuse to turn 
about, but would continue toward .the 
latter place. The action which he now 
proposes is along exactly the same line. 
I do not propose to be bound by any 
caucus, and I would not enter into such 
a meeting the understanding that 
the wishes of a majority of its mem- 
bers were to dictate a policy for me, if 
it was against my ideas of what was 
right. I stand as an individual man 
and will not be held responsible for the 
actions of others.” 

In response to an interruption from 
Director Udell in the form of a ques- 
tion as to whether he believed in ma- 
jority rule, Mr. Davis said that he did, 
but that if the board was to squander 
$420 per year just for a mere matter 
of choice it would lose its good repu- 
tation. and all the prestige it ever 
had with the public. 

Director Horton was the next to ex- 
press his opinion. He was in favor of 
accepting the offer of rooms in the 
Wilcox building. He was not present 
at the caucus and said that he did not 
feel it his duty to be bound by that 
body’s action. He spoke at consider- 
able length and argued economy and 
several other reasons in favor of the 
Wilcox building. 

Director Udell said that if economy 
was to be the guiding star of the board 
it had no occasion to move its quar- 
ters, Inasmuch as the rooms at pres- 
ent occupied could be secured for a 
much less cost than could any of the 
rooms which had been considered. 

“If this motive is to direct our ac- 
“we should take into 
consideration a difference in price of 
not only- $420, but of $4.20. We should 
not even squander the price of a piece 
of chalk, but there are other considera- 
tioms to be looked at. The Laughlin 
building has not got its front door 
decorated with a liquor sign, not has it 
in its besement a place where spiritu- 
ous beverages are dispensed. Neither 
has it a club upstairs in which drinks 
are sold. We must take into considera- 
tion the kind of a building we go into. 
In the face of the N.E.A. convention, 
which is to meet here this summer, 
we cannot afford to go into a poorer. 
building than the best, nor can we 
risk the reputation of the board by 
taking up roams in a building in 
which any one is free to open rooms 
for any purpose whatever. 

“Then, again, the city owes some- 
thigg to a man who had the interest 
of the city at heart to such an extent 
that he érected ‘a ‘structure like the 
Lateghlin’’ Buliding. As to the _ so- 
called caucus, it was not‘a caucus, but 
an in alt’~meeting. Its action, 
should, however, be binding, as it was 
called for a special purpose, and I 
understood that at it the president and 
secretary were authorized to sign 
the lease for rooms in the Laughlin 
building, and that their action in so 
doing would be ratified at this meet- 
ing of the board. However, if we 
must be parsimonious, I would say 
let us go to the Laughlin building and 
rent the rear rooms, which may be 
had at a monthly rental of $85. In 
my estimation this board is of sufficient 
importence to be given some considera- 
tion, and the city can afford to give 
us good rooms. For one, I would be 
ashamed to go into rooms any poorer 
or less desirable than those in the 
Laughlin building.” 

Director Washburn agreed - with 
Judge Hendrick. He favored the new 
Bradbury building, but felt bound by 
the action of the caucus to accept the 
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argued that a saving of $420 would be 
a small amount in comparison to the 
advertisement the city would get at 
the coming convention by thaving its 
Boerd of Education in good quarters. 
This, he said, would be worth thous- 
ands of dollars to Los Angeles. “If 
the question was an open one,” he 
continued, “I should favor the Wilcox 
building, but in view of the caucus I 
we de let us go to the Laughlin build- 

r. Wincup said he had been made to 
feel sore by the action of the board 
in calling a meeting to de@ide what 
he had considered already determined 
upon. He explained that, as a close 
friend to Mr. Laughlin he had been 
placed in a queer position: that Mr. 
Laughlin understood that his offer had 
been accepted, and then had to be told 
that the board was going to hold a 
meeting to determine upon new quar- 
ters. He intimated that no end of 
argument could move him from his 
conclusions in favor of the Leughlin 
building. Then director Horton made 
a short address, in which he again 
praised the facilities of the Wilcox 
building. He was followed by a second 
speech form Director Wincup, who 
said that during conversations with 
several prominent citizens he had been 
told that nothing was too good for the 
Board of Education and that it should 
have, the best rooms that could be 
rentéd for it, in as much as the city 
had failed to provide rooms. 

Dr. Stearns said that, like Judge 
Hendrick, he felt bound to stand by 
the action of the caucus. He was in- 
terupted by Director Horton, who asked 
if on a previous occasion, when com- 
pulsory vaccination was under con- 
sideration, Dr. Stearns had not argued 
against the action of the caucus and 
voted against it. Stearns denied this, 
and Horton retorted: “I think if the 
records are looked up it will be found 
that I am right.” 

There was a call for the question by 
several members and as the roll was 
called all voted against the amend- 
ment to substitute the Wilcox build- 
ing for the Laughlin building except 
Horton and Chambers. The vote of the 
latter was “ayé’ through courtesy to. 
Director Horton on the part of Di- 
rector Chambers, who really supported 
the original motion. President Davis 
had left the meeting early, but by 
unanimous consent and according to 
his wish he was registered as favoring 
the amendment. Then, on the origi- 
nal motion as left over from the pre- 
vious meeting, every director voted 

“ave’’ except Horton, who proclaimed 
his objection to the motion with a loud 
“no.” On this vote President Davis 
was also recorded on the minority side. 
Tihe board then unanimously passed a 
motion to direct the president and sec- 
retary to execute a lease of the Laugh- 
lin building rooms ,and it was decided 
to submit the lease to the City Attorney 
for apprroval before finally accepting 
its terms. 


DEATH FROM ASPHYXIATION. 


An Aged Widow Turns on the Gas 
and Ends Her Troubles. 
Despondent over: her physical in- 
firmities, Mrs. Marietta Willis, a 
widow, 61 years old, yesterday after- 


noon turned on the gas at her residence |. 


on South Olive street, and lay down to 
die. 

Mrs. Willis was a native of New 
York. She came to Southern Califor- 
nia two years ago and went to live 
with her daughter, Miss Kate Willis, 
at Coronado. In June, 1898, they re- 
moved to Los Angeles and took the 
house at No. 513 South Olive street. 
Three weeks after their arrival here 
Mrs. Willis had the misfortune to 
fall down a flight of stairs, sustaining 
a fracture of her left hip. On account 
of her age she became a hopeless crip- 
ple, necessitating the use of crutches 
in order to get around, and recently 
her brother, Henry Brown of San Fran- 
cisco, came to live with them. 

Several days ago Mrs. Willis, with 
her daughter and brother, received an 
invitation to visit relatives in Long 


Beach. The former did not feel that]. 


she could go on account of her in- 
firmities, but insisted on her daughter 
and brother accepting the invitation. 


Accordingly yesterday morning Miss |’ 


Willis and her uncle visited the beach, 
On account of heg mother’s usual de- 
spendency, Miss illis felt some hesi- 
tancy in leaving her alone, but as she 
seemed to be in better spirits than 
usual, the daughter anticipated no 
danger. 

On returning home at 5:30 o'clock last 
night the house was discovered to be 
full of gas. A hasty search was made 
and the body of Mrs. Willis was found 
on her brother’s bed. She had stopped 
up all the cracks in the room then 
turned on the gas and laid down to 
await the end. 

A physician was hastily summoned, 
but nothing could be done, as life had 
been extinct for at least an hour. Cor- 
oner Holland was notified and the re- 
mains were sent to Booth & Boyleson’s 
undertaking parlors, where an inquest 
will be held tomorrow morning at 
9:30 o'clock. 

On Sunday last Mrs. Willis appeared 
to be unusually despondent, and in- 
structed her daughter that when she 
passed away certain keepsakes were 
to be given to her little nephew. Miss 
Willis did 3 > attach special import- 
ance to her mother’s remarks, merely 
attributing them to the latter’s des- 
pondent condition, but last night she 
called to mind several matters which 
indicate that Mrs. Willis had lately 
been contemplating self-destruction 
and only awaited a favorable oppor- 


‘tunity to carry out her purpose. 
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MEN CURED FREE, 


A most successful prig | has been found for 
sexual weakness, such as Impotency. shrunken 
organs, nervous oe ay te t cures any case 
of the difficulty, never falls to restore the or. 
gans to full natural strength and vigor. The 
Doctor who made this wonder@ul discovery 
wants to let every man know aboutit. He wii. 
therefore, send the receipt giving the varjouc 
‘ingredients to be used, so taat all men at q 
trifling expense cen cure themselves. He send. 
the receipt free, and all the reader need do is to 
send his name and address to L. W. Knapp, 
M.D., 1347 Hull Bldg., Detroit, Mich., ‘request. 
ing the free receipt as reported in this paper, 
[t is a generous offer, and all'men ought to be 
glad to have such an y: 
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spring tonic } 
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}Charies Stern & So.1s, 


Winery and Distillery. 
901-931 MA S *‘Phon* Boyle 


City Depot ELLINGTON DRUG 


’ CO., Cor. Fourth and Spring. 


can mend anything— 
except YOUR ways. 


We rather delight in getting 
‘hold of a Watch that some 
other jeweler has failed on. 
We take a great deul of pains 
to fix little things just as you 
want them done, 
Our prices are very low—as 
low as we possibly can afford 
to do good work for. 


Watches cleaned.......... 
New Main Spring or Roller 
Jewel 


A Year's Guarantee with, 
every piece. 


‘Store Closed 


at 1 o'clock today. 


ERXA, 


Y Broadway, cor. Third St, 
Telephone Your Orders M. 63. 


L. B. COHN 


LOOK! 


CLOTHIER AND 
* GENTS’ FURNISHER 


112 West First Street. 


‘Give Trading Stamps Cheerfully, 
ASK FOR THEM. 


SHOG 
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BARGAINS 


Arntfield Shoe Co., 


321 S. Spring St. 


Arthur S. Hill, 


Surgical Instruments, Trusses, 
Abdominal Supporters, 
Elastic Hosiery. 


319 South Spring Street. 


Sorosis Shoes 


per 
pair 


$3.5 
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.. THE NEW...... 


Crystal Palace 


er IS NOW OPEN. 
MEYBERG BROS., 
343-845 South Spring Street. 
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SAV 


THE VERY LATEST IN 


Belt Buckles 


M. REICHE, bd ‘Serine. 


Manufac'uring Retailers of Infants’ and 
Children's Wear. One profit saved on 
purchases. 


25! South Broadway. ; 


GOING CASIPING? 
Let J. H. Masters supply 


will save money. 


you with a good tent 
Phone M. 1512. 


136 S. Main § St. 


PECK & CHASE CO., 
MASONIC  (JNDERTAKERS, 


FOURTH AND HILL STS. Tel. 61. 


A good pure} 
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summer merchandise will be shown; numerous attractions 
charm, 


THE GREATER PEOPLE S STORE 


Our store will be closed 


today——Memorial Day. 


GRAND OPENING SALE 


Wili Occur Thursday, Friday and Saturday. 


They will be days of wonderful enjoyment for sight-seers—days of intense interest for 
buyers, 
The Greatest Store on the Pacific Coast will be profusely decorated—bright, n new 


As the store is greater and grander, so will this opening be more rae ne om, 
any previous one, All are cordially invited to help us celebrate. 
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and plenty of music will 
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My were bad taste in mouth, 
dizziness, foul breath and: headache, but after 
taking Ripans Tabules according to direc- 


“tions, I am perfectly well. I am 37 years old. 


SPECIALISTS FOR MEN. 


Dr. Harrison & Co. SS 
Treat Diseases of Men Only =~ 


We treat and cure Nervous. Debility, Par- 
tial or Complete Loss of Vital Force, Pre- 
mature Weakness, Contracted Ailments, ' 
including Contagious Blood Poison and 
Diseases of the Kidneys, Bladder’ and re- 
sults of badly treated cases. 


Positive guarantee to cure Piles, Hydro- \ 


cele or Rupture in one week. 
We will examine you, tell you in detail Wf os 


what your disease is, explain ovr treat- 


ment, give you full satisfaction in every 
way absolutely FREE of charge. You can 
then think over the matter intelligently. 
No MONEY required béfore cure is ef: 
fected. 


Room 218 Nolan & Smith Block, corner. 
Second and Broadway, Los Angeles. 


Private entrance on Second street. 


We 


We collect our own : : 
Indian Baskets, 
Navajo Blankets, 
Mexican Drawn Work. 


We manufacture our own 


Carved Leather Goods 


and— 
‘Mexican. Wax Figures. 


Come and see the largest col- 
lection of curios in the west. 


CANPBELL’S. 
CURIO STORE, 
325 S. Spring Street. 


oa We still have a very large assortment of 


furniture, Carpets, Draperies 


At closing out prices. Special attention given to shades, 


TWO SPECIALS. 
$25.00 
J. FAY, Trustee. 
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MONEY TO BURN 


Will never buy better than the best of anything. Only the 
. blissful state of money to squander shou'd ever buy any but 
the best of anything— particularly dentistry. 
My charges are always moderate and fair—as little as good 
work should, or can. be procured fo:—and often less than is 

charged 1 work worth very much less. 
ainles e charges—warranted work. 

Get the best. 


Park Place, Corner Fifth and Hill Streets. 


Elastic Hosiery made to fit, 


TRUSSES 


Times Job Off ice e, 


110 N. AY. 
‘PHONE 483 MAIN: 
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J. D. HOOKER 
COMPANY, 


MANUFACTURERS or 


Steel Water P 
and Well Casing, 


130 S. Los Angeles St. 


FOR 


RINE. TAILORING 


WORKMANSHIP, “AT 
PRICES, 


JOE POHEIM 
All Wool Suits $12 $35 


to Order from, 


Pants 


from... 
142 §. Los 


rreguiarities; and dll nervous 

er sex. enty- y 


213-214 Currier Block, THIRD 
LINES OF TRAVEI. 


Pacific Coast Steamship Co. 


The company's clegant steam- 

ers San ose and 

ona leave Redondo at 

and Port Los Angeles 

for San Frasel 

Santa Port a 

ford May 2, 6,' 10, 14, 18, 

30, June 4, 7, A 15,°19, 27 
July 1 and every fourth. aay 

Leave Port Los eles avs: 


thereafter. 
A.M. and Redondo at 10:45 4. M for 


May 4, 8, 12,16, 20. 24; 28, June 1, zi, 
25, 20, July 8 and every fourth day ‘the 
connect via ondo leave Sante’ Fe 
depot at 9:55 A. M., or from Redondo Ry 


depot: 
9:30 4.M. Cars connect Los Angoies 
steam 


via Port 
leave R. depot at 1:35 P. 
nor u 

Theosteamers Coos Bay and Bonita leave 
San Pedro for San Francisco, via Kast San Pe- 
dro, Ventura, Carpinteria, Santa Bar Go- 
leta, Gaviota. Port Harford, Cayucos, fn 
Simeon. Monterey and Santa Cruz, at 6 P. M. May 
3.7, 11, 15, Iv, 25, 27, 31. Jume 4, 8, 12, 16, 20, 24,25, 
July2 ‘and every fourth day thereafter. 

Cars ouees with steamers via San Pedro 
leaveS, P. = (Arcade Depot) at 5:08 P.M., and 
Terminal pase at5:15Pp.m For further in- 
formation obtain folder. The Company reserves 

the right to change without previous notice, 
steamers. sail dates and ewe of 


LOS ANGERBLES AND REDONDO RAILWAY 

COMPANY 

Los Angeles Depot, corner Grand avenue 
and Jefferson stree 

EFFECTIVE SUNDAY, APRIL 30, | 1899. 


Leave Los Angeles— “Leave Redondo— 
“9:30 a.m. daily 8:00 a.m. daily 

1:30 p.m. daily 11:00 a.m. dally | 
SAS. p-m. Sat. on 
Grandavenue electric or Main- 
a A loultu pare. 

. PERRY, Superintendent. 


Oceanics.s.Co 


Australia sails 
May 81 1899, a4 m., 
for 

S. Alameda calls 
June 14, 1899, 10 p. m., 
for Honolulu, Sam 
New Zealand 
Australia 

HUGHB RICE, 
Agt. ,230S. Spring 3;. 


Holland-America Line. 


NFE,, VORK-ROTTERDAM VIA BOULOGNE. 
; hort Route to P 


Twin-Screw- ter ‘am 
Stateniam (10,000) First Cabin 
Second Cabin, 

Saloon: 


THOS. aci 
‘Agents, 621 Market Street, San 


m, 887. 
Send for Illustrated Handbook and Sailings te 
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